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SATURDAY 


10C Articles for 5c. 


Odd lots do not accumulate in this stock. We clean 
them üp early and often in this way— 


. Odd pieces in IO- cent Glassware, Round Bread Tins, 
Muffin Irons, odd Plates, etc.—you will find some bargains 
Saturday. | | 
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1 Young Meas at i ha pehoo! Quits 


We have made great preparations for the opening of the school 
year, and are prepared to show an unusually large assortment of 
School Clothes for Boys and Young Men—a line of suits not only 
made for appearance but for service—the kind we can guarantee. 


Young Men’s Long Pants Suits of fancy cassimeres, 


worsteds and serges, - - $5.00 to $18.00 
$2.00 to $6.50 
$3.00 to $8.00 

.50 to $2.00 
$1.00 to $4.50 


Double-breasted Jacket Knee Pants Suits, - 

Double-breasted Norfelf Suits, - > 

Boys’ Knee Pants, i - E aes 
Young Men’s Long Pants, - - 


_ Black Cat Stockings atise and 25c._ , 
Fall Hats and Caps in many shapes and shades. 


C.S.WORTLEY & Co 


To be pleased with our display of 


Fall Footwear 


It is full and complete in every 
department with new fresh goods, 
and we can offer you unusual price 
advantages for buying. 

Our mission is to give the best 
Shoes at the lowest price, and we 
are succeeding, we think, in ful- 
filling it. 


P. Ci Sher wood & Son [he_Shoemen 


a WE ARE BOUND TO PLEASE m 


‘CALL AT THE 


New Jewelry Store at the Depot 


AND SEE THE 
NICEST LINE OF PIANOS 


_ Ever shown in Ypsilanti. 
ments. 


They will be sold on easy monthly pay- 
We also have Pianos for rent on easy terms, and a full line of 


WATCHES, CLOCKS AND JEWELRY 


D. B. SEELEY, 48 East Cross St. 
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YPSILANTI, MICHIGAN, THURSDAY, SEPT. 20, 1906. 


Ypsilanti Produce Market. 


Price paid by dealers. 


Prices on cereals and wool are given by Moor- 
man & Huston. 


YPSILANTI, September 20, 1906. 


TRIG ECs D O A A 65@68 
LO BIN e, KORANE a ASU ARON ERS Ne 20@26 

Pct 0 2 THOR GEG Es orp. pO OAR e 48@52 
Oats, new.. Pete een WO@32 
Rye.. SENETA R E REI esa Meee ob 50@57 
Barley, Y eot.. AD R A EN ARAD MEREN o US LDT, 
Buckwheat, per 100 sa 1 00@1 25 
CID FOL SOCK... cicccvcmciscccccecdcvcces 0 00@7 00 
Timothy geed.. A NE A P ESNE ash 1 75@2 00 
Hay .. Sros ge biel wink giana ao a aasa Eai a O ODLO 00 
Beane. PRE Pa wa cde cane: Wea isie dais we 90@1 15 
Potatoes, n DOW ict oree aE E Sa 50 
Butter.. ENNEA ANE IEE A PE N PA DEA 20 
Eggs. PAPIT 19 
HODOY.. iIi aaie lena en eia S EO e S 10-12 
POW vis Luis cold Vie aah oea AE near SE oS a 4 
Lard.. A keds mown TEE E UR AS 10 
Pork E a a e ESE i aU 6 
Pork drosodd ee, oaene teL s a 8884 
Beef, dressed........ seos cece es acne ch 5Y4@5% 
Hams.. ETA A A TOE E E ET O es 12 
Hides, $ K. AAIE ERAR VNE WEEE DAE 10 
Wool e AER TERRA A 20@28 
Spring chickens, five! $. D.. Ak 11 
BOWIE 2 Orsi o urea Nid gt Chad Me bd GLS a 8 
Turkeys, live AAA lias ia A ERATA S PMAN 16 


MERE MENTION. 


The Ypsilantian Telephones — Office 
.No., 116; residence, No. 125—2 r. 

If you have a house and lot or any other 
property for sale or rent, try a three-line. 
ad. in The Ypsilantian. Three insertions 
for 25 cents. It brings good results. 

Don Braisted’ is visiting -in -Grand 
Rapids. 


L. E. Wallington and Miss Maude | 


Wallington of Detroit spent Sunday with 
Mrs. Lizzie Swaine. 


Henry Dotterwerich has returned from 
Point aux Barques and gone to visit re- 
latives at Olean, N. Y. 


Miss Carrie Comstock of Constantine 
has been visiting Miss Mary Olds. 


Harry Landreth and Miss Anná Land- 
reth of Cleveland spent Sunday with 
Mrs. Ella Ryan. 


Prof. H. Harms, who has been long a 
missionary in India, is visiting his old 
schoolmate, Rev. Henri Luetjen, and will 
deliver a free lecture at the German 
Lutheran church Friday evening at 7 on 
his work in India. All are invited. 


Born, Sunday to Mr. and Mrs. Thomas 
Boucher, a daughter. 


Miss Lillian Eadus of Riverside, Cal., 
was the guest of Mrs. J. B. Kinne, Sun- 
day. 

Mrs. B. A. Gramm and chitaren of 
Chillicothe, O., have been spending the 
week with Mrs. Frank Stowell. 


Mrs. F, C. Burton has returned from 
an extended Eastern trip and a short 
visit in Detroit. 


Miss Helen B. Muir has returned from 
Erie. 


Mrs. J. W. Stevens and son Earl re- 
turned last week from Jackson, accom- 
panied by Mrs. Cora Hall, who went to 
Detroit Saturday. 


Ypsilanti Grange Saturday elected 
Messrs. and Mesdames E. R. Twist and 
John McDougall as delegates to the 
county Grange meeting at Ann Arbor 
Oct. 2. They discussed the question of 
how to farm with the present scarcity of 
labor and the opinion was that there 
would be less farming done. They also 
discussed whether one learned more of 
farming by practical experience or by 
observation, and thought it was a stand- 
off. J. A. McDougall gave a talk on the 
Swiss initiative and referendum which 
he praised. 


Mr. and Mrs. A. C. Parsons of Adrian 
visited in the city last week. 


Misses Emma Holmes and Beth Sweet 
were home from their school duties at 
Pontiac Sunday. 


W. R. Coats, who put in the city- water 
works, and who is 71 years old, last week 
married Mrs. Emily Parker of Grand 
Rapids. He is putting in a water works 
plant in Three Rivers. 


Miss Mabel Selkirk has returned from 
Lansing. 

Mrs. J. W Davidson and daughter, 
Mrs. Brownell, who have been guests of 
L. Henry Lee, returned to their home in 
Essex Junction, Vt., Saturday. 


Patrolman W. C. Pierce has been the 
envy of lovers of dogs the past week be- 
cause of his new puppy, Ypsi-Ann, a 
pure bred Boston Bull terrier, which has 
a great faculty for making friends and is 
an exceptionally fine specimen of the 
breed. 


Mrs. H. H. Halliday and Miss Mane 
Halliday, who have been spending the 
summer in this vicinity, have returned 
to Greenboro, N. C. 


James E. Sage, bill clerk of the Mich- 
igan Central freight office here, has been 
promoted to be agent at Rochester. He 
is succeeded by Harry Shier. 


Mrs. M. N. Loomis and daughter Elta 
returned last week from an extended 
visit in Portland, Grand Haven, Carson 
City, Lansing and Muskegon. 


Miss. Belle Smith of Walled Lake 
visited her aunt Mrs. F. E. Quigley last 
week, 


A. B. Casler has returned from a visit 
to Sears, Mich. 


Born, Sept. 15 to Prof. and Mrs. F. U. 
Quillen, a son. 


The public school savings deposits 
took a jump upward Monday, the total 
being $35.62.. The Central school de- 
posit was $1&32; the Woodruff, $13.21; 
the Prospect, $3.69; the Adams, 4o cents. 


25,000 people saw Warren Lewis’ black 
trotter “Plain Shadow” win at the great 


Marshall Fair and Races, driven by 
Charlie Lewis. i 


F. A. Graves reports that one day re- 
cently he took tea with Mrs. J. W. Cihlds 
of Augusta, who at ọ5 years made him 


him tea and chatted as eagerly as a girl. 


barre, Pa., were guests of Garry Dens- 
more last week. 


Frank Showers has Aai from 
northern Michigan. 


C. E. Cooper has been visiting at 
White Pigeon. 


Mrs. Florence S. Babbit of Ypsilanti 
has added to her loan collection in the 
museum of the Michigan Pioneer and 
Historical society a valued assortment 
of children’s china toys, given by the 
Misses Hurd of Aurora, Ill -—Lansing 
Republican. 


A few days ago F. H. Cobb, the veter- 
an railway mail clerk, was in his car in 
Detroit getting ready for his run. He 
was reaching out of the door reversing 
the catcher when he lost his balance, and 
realizing that he must either fall or jump 
decided on the latter, but as he struck 
the platform his crippled leg gave way 
and he fell backward, the catcher bruis- 
ing his hand badly. He managed to 
make the run to Hillsdale, but has since 
been compelled to lay off.—Hudson 
Post. 


Mrs. E. B. Dunham and Mrs. N. D. 
Yerkes have returned from a summer's 
Stay with Mrs. J. D. Crosby at Cass City. 


-~ Mr. and Mrs. C. L. Begole spent Sun- 
day in Battle Creek. 


Mr. and Mrs. Charles Westfall were 
Ithaca visitors last week. 


Mrs. Fred Weinmann has returned 
from St. Clair. 


_ Mrs. Harry A. Dowe returned to Chi- 
cago Saturday. 


Misses Mary and Ruth Putnam are 
expected home next week, 


Joseph T. McIntire of this city and 
Miss M. J. McIntire were married at 
Concord, N. H., Sept. 12,.and are spend- 
ing some time in New England before 
returning to their home in this city. The 
bride and groom are second cousins. 
Mr. MclIntire’s Ypsilanti friends will 
gladly welcome his bride to this city. 


The Ladies’ Literary Club will hold its 
first meeting of the year Wednesday 
afternoon, Sept. 26 at the Ladies’ Li- 
brary. Vacation notes will be given, and 
Miss Abbie Pearce will give a “Study of 
the Novel”. 


Miss Ellen K. Wortley has returned 
to Weils College, Aurora, N. Y. >- 


Miss Marguerite Showerman returns 
to-day from a month’s stay at Escanaba. 


Mrs. Frank Joslyn, Mrs. Carl Bange 
and Miss Kate B. Joslyn are expected 
home from California this week. 


Mr. and Mrs. W. L. Kishlar have been 
spending a few days in Detroit. 


Mrs. Frank J. Brown is spending the 
week at Mt. Clemens. 


Mrs. R. A. Garrison, formerly Miss 
Ida Wells of this city, died Friday in 
Detroit and was brought here for burial. 
The funeral was held at the residence of 
her brother, H. D. Wells, Monday after- 
noon. 


W. Y. Murdock and family have re- 
turned from a week’s stay at Northville 
and Detroit. 


Misses Lucretia and Caroline Case 
have returned from an extended visit in 
Canandaigua and other New York 
points. 


Miss Maude Fraser returns to-night to 
her school duties in Dakota. 


Work is going on at the Superior mills, 
clearing up the debris in preparation for 
re-building the mills, but as yet the defi- 
nite plans have not been chosen: 


Mrs. Will E. Smith of Chicago, Ill, and 
her sister, Mrs. Hill have been guests of 
Mrs. Will McLeod this week. | 


Otto Clessler, who has been clerk for 
W. H. Sweet & Son the past year, has 
accepted a similar position at Muncie, 
Ind. 


George Kinne will return to Yale Un- 
iversity next week. 


Capt. and Mrs. W. W. Stevens lave 
Saturday for New York and will sail for 
England, Sept. 29. 

Dr. and Mrs. John A. Watling have 
returned from Washington, D. C. to at- 
tend the Watling-Rice wedding early 
next month. 


John Pauley of the Soo and Mr. and 
Mrs. Harold Gaffin of Madison, Wis., 
have been guests of Edgar Pauley. 


rs. J. Lambert and Miss Nellie 
Lownsbury of Ann Arbor spent Sunday 
with Mrs. Eliza Cody. | 


Mrs. W. H. Gilbert of Grand Rapids 
is visiting Mrs. John Gilbert. 

Mrs. Lida Earl .spent Sunday with 
Adrian relatives. 


The work on the Forest avenue bridge 
is progressing steadily. The new wing 
abutments are ata broader angle and 
give abundant clearance. A large num- 
ber of extra piles have been driven and 
at present the center piers are being re- 
enforced with concrete. The added I- 
beams should give sufficient strength for 
traffic, and various minor defects have 
received correction. Itis probable that 
the cost of the repairs will be about 
$5000. 

Miss Lotta Coombs has been visiting 
Mrs. C. L. Stevens in Detroit. 


Dr. M. F. Stein will be at the Hawkins 


House Monday, Tuesday, and Wednes- | 


day, Sept. 24-25-26, where he will be glad 


feel like a boy, and he is 75. She made 


„Mr. and Mrs. Andrew Robb of Wilkes-. 


to meet his patrons. 
free of charge. 


Mrs. J. E. Van Tuyl of hias ħas 
been a visitor here this week, and joins 
Mrs.-Lois Leetch and Mrs, W. H. Deu- 
bel in a short visit to Rochester, N. Y., 
to-day. — i 

The Congregational Sunday school 
will hold a fruit, social at the church 
Saturday evening. Games and fruit will 
be the program and a silver collection 
will be taken. 


Miss Alice McGregor returned Mon- | 


day from a visit to Strathroy and other 
Canadian points. 

Miss Clara Brabb of Romeo is visiting 
her brother in this city. 


Prof. Pease has secured Miss Jessie B. 
Gibbes, an exponent of the famous 


Cady system of teaching, to take charge 
of the children’s classes in the Normal 


Conservatory this year. -Miss Gibbes is 
a very successful teacher. 


Alex Goetze of New York has been 
spending a few days with his family in 
this city. 

The Woman’s Missionary Union of the 
Presbyterian church will hold its first 
meeting of the season at the chapel Fri- 
day afternoon at 2.45. The program will 
include a talk on the demand for advance 
in néw territory, the extension of old 
fields and the increased need of service 
and money, by Mrs. Augustine, and gen- 
eral current news from the foreign fields. 


Prof. B. L. D’Ooge and family have 
returned from Charlevoix. 


Gen. and Mrs. B. M. Cutcheon who 
have been spending the summer near 
Traverse City, are expected here next 
week, » | 


Mr. and Mrs. George Rowe of Traverse 
City, have been guests of Sheldon Grid- 
ley. 

Miss Ethel Gorsline of Howell spent 
Sunday in the city. 


Mı. and Mrs. Will Thorn are visiting 
their son in Toronto, Ont. 


Miss Viola Derr has returned to St. 
Clair. 


Miss Fannie Carpenter is entertaining 
a house party of eight, chaperoned by 
Mrs. P. W. Carpenter and Mrs. E.. P. 
Allen, at Cavanaugh Lake. 


Elgin Darling left Sunday night for 
Missouri where he will travel for the 
Michigan Ladder Co. 


R. F. Ainsley of Park street has been 
on the sick list for several weeks, but is 
better at present. 


Mrs. Thomas of Pontiac, is staying 
with Mrs. Clark Coe on Maple street 
and is taking treatment at the U. of M. 
Hospital. 


M. M. Read and wife, left here Sunday 
night for Utica, N. Y. and will go to the 
Adirondack Mts. for the benefit of Mrs. 
Read’s health. 


Miss Olive Brooks, stenographer at the 
M. C. Freight Office is taking a vacation 
this week. 


George Burke, who has parca. at the 
Forest Ave. tower for some time, will 
leave next week for Ann Arbor where he f 
will attend the U. of M. Law Depart- 
ment. . 


Trains on the Michigan Central now 
ake water at Ypsilanti, the pond having 
gone dry for the first time in the recol- 
lection of the oldest inhabitant. 

Prof. J. C. Stone and family are home 
from Portage Lake. 

A. J. Murray is visiting his brother at 
Plymouth. 

Joseph Manning went to Detroit Mon 
day to attend the funeral of his cousin, 
Mrs. Hattie Seamon of Dearborn. 

Born, Sept., 18, to Mr. and Mrs. O. A 
Hankinson, a daughter. 

Mrs. H. M. Teeter entertained her 
father, John Steidle of Milan and her 
brother, Fred Steidle of Great Falls, 
Mont., this week. 

C. B. Horton, of Omaha, Neb., district 
superintendent of the Western Uuion | 
Telegraph Co. is visiting his father-in-law, 
Dr. James Hueston. 

Miss Hattie Fletcher leaves for Grand | 
Rapids Friday. 


The marriage of Miss Sadie Burrell to 


‘Elmer Guenther will take place at the 


home of the bride’s parents, Mr. and 
Mrs. William H. Burrell at Denton, 
Wednesday evening, Oct. 3. 


Mrs. Eugene Hodge, who has been 
spending the summer very pleasantly in 
New York with her son George has gone 
to Marquette to visit her son John. 


William Densmore celebrated his 75th 
birthday Sunday witha family dinner, 
all his children joining to make the an- 
niversary a happy one. 


Mrs. Loretta McVicar of Lansing is is 
visiting in the city. 


The Eastern Star installed their new 
officers Monday night. The appointive 
officers were announced as follows: Ada, 
Miss Helen McNicol; Ruth, Mrs. Lucy 
Frain; Esther, Miss Jean McNicol; Mar- 
tha, Mrs. Jennie Fletcher; Electa, Mrs. 
Emma Arnold; chaplain, Mrs. 
Deubel; warden, Miss Grace Percy; 
sentinel, W. B. Eddy; marshal, Mrs. 
LaVerne Bentley; organist, Miss Belle 
Ross. 


Hay has taken another jump, baled 
clover bringing $7 and baled timothy as 
high as $11.50 for the best. The short | 
crop elsewhere is a blessing to farmers 
around here, for many are cutting splen- 
did late. crops. Burt Moorman is ship- 
ping from three to six cars of hay daily. ' 


Mr. and Mrs. Harry Armstrong left for | ‘ 


the east yesterday. 
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NUMBER 1394 


Large Stock of New Fall Goods 


Just received from the New York and ‘Chicane 
markets. Beautiful styles in 


„New Dress Goods.. 


Leave your order with our Dressmaker for 
your New Fall Suit. 


FIRST SHIPMENT OF 


New Fall & Winter Coats 


Now in stock. Buy them early—We have the correct styles. 


Elbow Length Kid Gloves in Black and White 


W. H. Sweet & Son. 


The National Loan & Investment Co. 


DETROIT, MICHIGAN 
PAID IN CAPITAL AND SURPLUS 


Two Millions Eight Hundred Thousand Dollars 
Src 


AN A STATEMENT OF ASSETS 


Real Estate Mortgages.. E ..$2,.495,.525.55 
Real Estate, Furniture aad Fixtures. RR AS Se ORR OL em E RE ey ca 97,140.36 
Due from Treasurers and other sources. os. 6 oc oe. ccs coc vce 75,610.66 
Cash on hand and in Banks to meet withdrawals..... ......... 168,157.53 

$2,836,434.10 


Investors can gain further information by addressing our 
local representative, Mr. T. T. CLEMENT, Ypsilanti, Mich. 


S. B. COLEMAN, President. FRANK B. LELAND, Secretary. 


Ce in 


Capel and Floor wapi 


We carry the largest aid most complete line of Carpets and 
Floor Coverings in Washtenaw County. „Our est consists of 


Ingrain Carpetings, 
Brussels, 
Velvets, 
Axminsters, 


All in numberless qualities, designs and colorings. Especially do 


we call attention to our stock of 


RUGS 


Various in sizes, quality and design. 


& K. Rexford & Ee 


SPPP cerca MICH. 


=i Oil Cloths, Linoleums and Mattings Ji 


SPECIAL PRICES 


efrieratars and Lawn Mowers 


GASOLINE STOVES 


Screen Doors and Hammocks 


OPEN 


m A PALMER 


THE DEPOT HARDWARE 


35 East Cross St. 


EVERY EVENING 


Boru PHONES 


ADVERTISE IN THE YPSILANTIAN. ... 


ED IS a ae 


z 


PEE EEEE A AEE NE EEEE 


= = tae 3 nA 
Po. AEAEE IIET ELIE EEN E ER T Se Wee 
NEN ES EOE! AE ASE E ETS OSERE o 


i 
ee 


Bae eS era 
F ENTON 


Ta a rd aa 


aa F EE 


E EA E AEAN 


prunes.” 


The boys now evade this 


-ally made him marry 


The Ypsilantian. 


YPSILANTI MICH. 


THURSDAY, SEPT. 
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20, 1906. 


Wherever Peary is, he is probably 


keeping cool. 


A Persian parliament t suggests Alad- 
din’s lamp fitted with an electric bulb. 


In ‘Paris the “man with the muck- 
rake” is known as “the man with the 
dueling sword.” 


The Chicago professor who contends 
that woman was made before man 
fails to explain where the rib came 
from. 


Another way of making children 
good by surgery might be to perform 
an operation on the skull of an occa 
sional parent. 


Some bankers owe it to themselves 


to take pains. to have themselves sus- 


pected long before the bank examin- 
ers suspect them. 


Prof. Thomas need not think to 
claim originality for his’ idea that 
woman does the wooing. Bernard 


Shaw beat him to it. 


A pin which a New Albany girl 
swallowed nine years ago has been re- 
covered, thus showing conclusively 
where one of ’em went, anyhow. 


“On various occasions,’ says Ella 
Wheeler Wilcox, “I have lived - for 
eight weeks on nothing but milk and 
A good, cooling diet, too. 


The chief of police of Seattle has or- 
dered all prize fighters to leave that 
town or go to work. Cruél man! Per- 
haps the poor fighters are too strong 
to work. 


ower matrimonial mistakes wona 
be made if everyone had the foresight 
of the man who exaeted a pre-nuptial 
contract limiting the future alimony 
to one dollar a week. 


It is announced that the lady bath- 
ers at Atlantic City now wear socks 
and show their bare legs from knee to 
ankle. The doctrine of equal rights 
appears to be growing some at Atlan- 
tic City. 


Mark Twain has bought a fine piece 
of land in Connecticut and will build 
a $30,000 house on it. Mr. Clemens 
seems to be almost as prosperous as 
he might be if he had written one of 
the six best sellers. 


The gaekwar of Baroda - forgot the 
cables, but he will remember them 
when he meets a number of Ameri- 
can ladies in Europe who have a few 
remarks to offer concerning his opin- 
ions of the American woman’s grace 
and beauty. 


Government clerks use 1, TIT 442 lead 
pencils a year. Each clerk is allowed 
one pencil every eight days. That’s 
nothing; an ordinary newspaper 
porter can use up a pencil every eight 
hours and be ready to tackle a new. 
one next day. 


Lighter and brighter shades. are in 
demand for blocks and trimimngs in 
women’s millinery, according to local 
dealers. Prices, though, may be ex- 
pected to look just as heavy and 
gloomy to the husbands and fathers 


as formerly. 


Last year the trade sot the United 
States with its oulying possessions 
reached $119,000,000, the growth _ in 
our exports amounting to 29 per cent. 
Porto Rico shows up especially well, 
which proves that the island is getting 
its share in American prosperity. 


Certain Cuban military officers be- 
came dissatisfied because President 
Palma limited their professional op- 
portunities by keeping the number of 
insular troops down to’ the minimum. 
So, they started an insurrection just 


to show Mr: Palma siege he needs more: 
troops. | 


? Bootblacks on the Hoboken ferry 
oats wear caps on top of which in 
gold letters is the injunction that they 
must not solicit shines. This order 
was made some time ago by the com- 
pany on complaints of passengers who 
‘were annoyed by the young sons of 
Italy yelling “Shinemup! Shinemup!” 
order, says 
the New York Globe, by going to each 
passenger and silently pointing to his 
shoes as though he ought to be re- 
minded that they were dirty and that 
the bootblack needed a job. Some 
passengers have become exasperated 
at this renewal of a nuisance in an- 
other form and threaten all 
reprisals if they are not permitted to 
peruse their newspapers in peace. 


A New York man who is 65 years 
old plunged into the river and res- 
cued a boy who was drowning in the 
strong current near Hell Gate. If this 
does not make Dr. Osler sit. up and 
take notice, what will?’ 


Miss Pauline Coska, of. Chicago, fol- 
lowed a man around the world and fin- 
her. She refused 
to.accept his “Nay, nay, Pauline.” 


An eastern railroad has 4 just put in 
service an all-steel, collision-proof, fire- 
proof and largely soundproof car. A 
thousand of these new cars will be in 
service when the New York tunnel is 
completed. The car of the future 
must be as safe as engineering science 
can make it, and people who lose their 
lives in them, if they insist on it, must 
die of heart failure from fright or 
shock when the car rolls over an em- 
bankment. 


One of the serious comments upon 
‘the career of the late actor, Toole, is 
that he could make Englishmen laugh. 


It seems a geographical mistake that 
the word “skidoo” should have sud- 
denly made its appearance ïn the 
United States instead of the Russian 
palaces and parliamentary hafs. 


A Pennsylvania girl is egcinge to 
South Africa to learn the monkey lan- 
guage. Has she found the Pennsyl- 
vania language inadequate to the full 
expression of her thoughts? 


Philadelphia has ruled that a girl 
is no longer a girl when she passes’ 35, 


But no girl ever passes 35, so there. 


sorts of.: 


SL LL A CC A ree S oe 


re- | 


EX-GOVERNOR AARON 


-_ 


Died from Stroke of Apoplexy in 


Ex-Governor Aaron T. Bliss died 


en AH DAE 


iS 


T. BLISS 


Milwaukee Sunday. 


at Sacred Heart Sanitarium at Mil- 


waukee at 4 o’clock Sunday morning, of a stroke of apoplexy. 
The death was sudden, but not entirely unexpected, because his condi- 
tion was such that a stroke was momentarily looked for. 


A few moments before he died he awoke and aroused his nurse, 
Mr. Bliss was returning to his bed with the aid of 


took him his bathrobe. 


who 


his nurse and was only a few feet from the bed when he was stricken and 


plunged to the floor. 


Dr. E. S. Davis, his private physician, who has pO in constant attend- 
ance, was aSleep in the next room. He was aroused by the nurse and hur- 
ried to his patient’s assistance, but found him dead. 


Board of Pardons’ Report. 

There have been 419 convicts re- 
leased from the penal institutions of 
the state during the past 15 months 
under the indeterminate sentence act 
passed by the legislature at its last 
session. Of that number, 14.32 per cent 
have violated their parole. This infor- 
mation is furnished by the state board 
of pardons. ae ; 

Of the 419 convicts. released, 237 
were released from lonia, 73 from 
Jackson, 42 from Marquette, and 47 
from the house of correction in De- 
troit. There have been 92 of the par- 
oled convicts who have kept their obli- 
gation and have received an absolute 
discharge. The number who have vio- 
lated their parole is 90, and 34 of them 
have been returned to the prisons in 
which they were serving sentences, 
while 26 are at liberty, with warrants 
issued for their arrest. Nineteen of 
the convicts committed a felony while 
out on parole, and 41 failed to comply 
with the parole obligations. 

Secretary Murray, in making up the 
report, states that under the old defi- 
nite sentence act the average length 
of time served by criminals convicted 
of larceny was 1 year 3 months and 5 
days, while under the indeterminate 
act that class of criminals have served 
1 year 4 months and 27 days. 


Good Sheep Lands. 


D. H. Hunter & Bros., with head- 
quarters in Pendleton, Ore., have pur- 
chased the Sullivan stock range and 
adjoining farms in the vicnity of Chip- 
pewa Iske, making a total of 3,200 


acres. They have imported over 14,000 


sheep this summer, and have 9,000 now 
on hand. 

“I have visited every state from Geo 
gon to Michigan and some of the 
southern states and have found none 


‘equal to Mecosta county for pasture 


land,” said DÐ. H. Hunter. “Stock. in: 
creases. one-quarter of a.pound a day 
in weight on the pasture here. I re 
gret the removing of the spur branch 
of the Pere Marquette from Rodney 
to Chippewa Lake, as we now have to 
drive our sheep from and to Big Rap- 
ids; a distance of 12 miles.” 


A Mystery Cleared Up. 

Charles Esterbrook, the much mur- 
dered man, who was reported killed by 
an Indian near West Branch, has 
turned up alive and well, arriving in 
Saginaw Wednesday. He says he has 
been on a two months’ tour of the 
northern counties selling horses. 

“At the time of my reported murder 
I was 200 miles north of West Branch, 
most of the time away from a rail- 
road, and I didn’t see the newspapers. 
The first I heard about being dead 
was in a little town in Iosco county.” 

Esterbrook declares positively that 
he did net start the rumor himself, al- 
though he thinks he knows who did, 
and that the purpose was to injure 
him in-some way. He says he had no 
trouble with’ an Indian; in fact, did not 
see one on his trip. 


Potatoes command 30 cents per 
bushel in Kingsley. The apple market 
is quite active. Alexanders are the 
leading variety being marketed. 


The National Surety & Loan Co, has 
begun suit against the city of Coldwa- 
ter for $50,000. The city holds that the 
company has not finished the sewer 
which it contracted for and is holding 
back $7,000 on that account. 


Donald McKay, an employe of a Port 
Huron jewelry company, was held up 
and robbed of a diamond ring worth | 
$250 and $25 in cash by three foot- 
pads late Thursday night. McKay had | 
walked home with a woman friend and | 
when crossing a dark spot at Fifteenth | 
and Howard street was commanded | 
“shell out” his cash and jewelry, He | 
offered no resistance and the footpads | 
searched him. 


Barbarous Treatment. 

The family of Michael Lukowski, of 
Bay City, for several months perse- 
cuted by some unknown persons, is 
in a 
ance of acts of violence. 

Their home has been fired twice by 
an incendiary, the house was entered 
While the family slept and $100 worth 
of clothing was slashed to pieces with 
a knife, and now a child is ill from 
drinking medicine left on the door- 
step. Around the bottle was a paper 
with “Take this and get off the earth” 
Written upon it. 

At the same time the stream of 
anonymous threatening letters con- 
tinues. One daughter, Louise, is the 

[apran subject of attack, and death 
by mysterious means is threatened, 

Matters growing out of the trouble 
have been in court, but apparently the 
family do not know who their perse- 

cutor is. The police and United States 
authorities have been working on the 
case for over three months without 
finding a single clue. Every. effort 
has been made to trace the letters 
back. The handwriting is always the 
Same, although the ` signatures are 
sometimes different, in one’ instance 
the name of a prominent attorney be- 
ing used.. 

Members of the household take 
turns at staying awake all night to 
watch for attacks. There are ten 
children in the family. 


Oe ween eee 


A New Fire Theory. 


J. C. Nélson, a prominent farmer of 
Orion township, advances a new ex- 
planation for the destruction of so 
many barns in Oakland county by 
lightning. 

Recently W. E. Carpenter, secretary 
of the Monitor Insurance Co., made 
ne statement that steel hay tracks 
in the roofs of the barns attract the 
lightning and cause destruction. 

Mr. Nelson points out that newly- 
cut hay or grain gives off dampness 
until the hay or grain is thoroughly 
cured. The nay. or grain is pileq in the |. 
barns and allowed to cure there. Tne 
dampness rises to the roof and, as it 
os out, becomes a gas. Until ihe hay 

s thoroughly cured this gas continues 
tu generate and escape. 

During a Storm the gas is escaping 
from the barn. The air is heavily 
charged with electricity, which comes 
in contact. with the gas; and the next 
instant the gas inside the barn is ex- 
nlcced, the lightning following that 
course. Mr. Nelson points out a num- 
ber of instances where barns were 
. suddenly found a mass of flame all 
through the interior, during an elec- 
trical storm. — 
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Impaled on a Pitchfork. 


In falling from a straw. stack 
on his farm near Lapeer Satur- 
day afternoon, Harry Lansing’s 
bowels ¿and stomach . were . pene- 
trated by: the tines of his fork” He was 
given prompt medical attendance, but 
suffered terrible agony until his death 
Sunday morning. 

Harry Lansing was 26 years of age. 
He was the son of John Lansing, who 
resides two miles east of Lapeer. 
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The charges preferred by Chicago's 
| ated chief against Inspector Patrick 
| J. Lavin were aired before the city 
| civil service commission. A former pa- 
! trolman under Lavin testified the lat 
| ter instigated the robbery of a jewelry 

| store in order to help his promotion by 
restoring the plunder. 

John Carter was arrested in front 
of the Hibernia bank at San Francisco, 
| where he was exciting the ‘timid. depos. 
Hore who are’ continuing: the ‘run ‘on 

ithat bank. Carter was urging the el- 
|derly women in the throng to sell 
i their bank books to him, declaring that 
Í ithe failure of the bank was imminent 


Commutes Death Sentences. 
Helsingfors.—Gen. Baron Salza has 
commuted the death sentences of the 
Sveaborg mutineers to penal servitude 
for life in one case and in the others 


to terms of impprisonment. ranging 
from 12 to 20 years. 
End of Long Storm. ` 
Mexico City.—The. terrible storm 


which swept over the . Pacifie coast 
of the republic for nearly three -weeks 
has ended, after; having. oceasioned | 
immense damage throughout an ex- 


‘tensive region. 
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Girl Impaled on Picket Fence. 
South Bend, Ind.—Helen Keer, aged 
six, fell from a second-story window 
Friday morning and was impaled on a 
| picket fence. Unassisted, she helped 
herself to the grouvd and back into 
i the house. 


——. 


‘Fire Damages Iron Works. 
| San Prancisco.—Fire broke out Fri- 
| day at the Fulton iron works. For a. 
| time the works, valued at over $2,090,- 
: 000, Were threatened with destruction. 
| The pattern works were badly däm- 


j aged. 


state of terror over the continu- 


a MIGHIGAN 
EVENTA 


PiINCONNING FURNISHES A MYS- 
TERY THAT MAY BE A 
MURDER, 


ECCENTRIC OLD GERMAN 


First Supposed to Be a Suicide, But as 


$1,700 Is Missing, Investigation Is 
On. 


— 


Was Metzger Killed? 


The mysterious disappearance of 
$1,700 known to have been secreted 
in the home of Fred Metzger, an ec- 
centric old German, who was first re- 
ported to have committed suicide, has 
now led all who have investigated the 
case to believe the man was murdered 
for his money. 

Mrs. Charles Dufrain, who lives 
near his farm home, he sard one or more 
shots on ‘the night. of September 9. 
She paid no attention to them, as she 
knew Metzger to be such an eccentric 
fellow that he was apt to do almost 
anything and had often fired shots 


about his place at night. 


The next morning Dr. M. Porter, a dep- 
uty sheriff, called at Metzger’s home 
on business end could not enter the 
house. Summoning a neighbor, they 
broke in and found Metzger sitting 
On a sofa, with a revolver clasped in 
his hand and a bullet hole behind his 
left ear. One chamber of the revolver 
was empty. His body was cold. 

Suicide was generally accepted as 
the cause of death until at the inquest 
the little iron box in which he was 
known to have kept the $1,700 was 
opened and found empty. About $80 
was found on his person, It is said 
that he had nearly the whole of his 
$1,700 in his house just before his 
death. The money was from a business 
deal which he settled up in Chicago 


‘last Memorial day and he had repeat- 


edly shown it to people. 
The theory is advanced that some 
one knowing of the presence of the 


| money in the house attacked the old 


| 
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“and child in Pontiac during a -period 
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man, who defended himself with a re- 
volver and was shot by the burglar. 

The coroner’s jury has heard testi- 
mony several times and adjourned 
each time in the hope of clearing up 
the mystery of the disappearance of 
the $1,700. 


Living, But Legally Dead. 

Wilson R. Mawrer, mourned for 
dead in Marcellus for 20 years, after 
he. had suddenly disappeared, and 
legally declared so in the probate 
court, when his mother’s estate was 
settled the past summer, has come 
back to life through his arrest at Mish- 
awaka, Ind. 

His mother died last spring, and 
when the estate, consisting of a few 
hundred dollars, was brought into 
court* to be settled, every effort was 
made to find Mawrer, the only missing 
heir. 


His arrest in Indiana was caused, 
it is alleged, by making love to wo- 
men, winning their confidence and 


then leaving with their money. He wag 
a young man when he left there and 
little is known of his career, 


George Studebaker, aged 16, of Mus- 
kegon, has heen missing for a month. 
His mother has asked the Detroit po- 
lice to try to locate him. 


Saginaw’s Great Drouth. 


Rains partially broke one of the 
worst drouths Saginaw county has suf- 
fered in years. Pasture fields have 
been discarded long ago and farmers 
have been feeding their stock froni 
silos. The excessive heat has ripened 
everything prematurely. “October’’s po- 
tatoes are already on the market and 
late fruits are all a month early. Dairy 
butter is not to be had, while eggs are 
at December prices. The ground has 
been so hard that farmers could not 
plow for fall wheat sowing. These 
same conditions prevail for 150 miles 
north, the drouth covering probably 
T5, 000 square miles. Produce men say 
that the damage to farm products has 
exceeded $1,000,000 in the “dry” beit. 


Killed by a Vicious Bull. 


Green Olney, aged about 43 years, 
one of the well known and highly re- 
spected farmers of this locality, died 
at Harper hospital, Detroit, Wednes- 
day evening, from injuries received 
while caring for an ugly bull atthe 
state fair grounds at Detroit, at the 
commencement of the fair. 

A widow, one daughter, his mother, 
and a large circle of relatives survive 
bim.. He was brought to Vernon for 
burial, this being his home town for 
many years past, having formerly 
come from New York state. 

Mr. Olney was owner of a large and 
valuable farm, and was known in this 
part of the state as owner and breeder 
of valuable cattle and horses. 

The Michigan Bean Crop. 

“Do you know,” said Secretary Kei- 
sey, of the Bean Jobbers’ association in 
session in Saginaw, “that Michigan is 
the most important bean state in the 
union? Our estimated crop this year 
of 5,000,000 bushels leads them all. It 
will surprise most people to know, to 
that the handlers of beans pay out to 
farmers and growers about $1,000,000 


more, annually than the much. talked 
‘of sugar beet factories, The’ Michigan 


kean, also, has the finest quality of 
any produced, being conceded in the 
markets to be superior to that of the 
celebrated New England grown varie- 
ty.” 


Mrs. Johanna Scheffler-Strong, now 


in Battle Creek, former domestic in 
Banker Stensland’s home in Chicago, 
believes his downfall due to misplaced 
confidence in friends. She denies his 
alleged intimacy with women. 


The recent statements at the fou 
Pontiac banks show an increase of 
$35,000 in the total amount of savings 
deposits. This means an increase of 
$3 per capita for every man, woman 


of three months. If. the prosperity 
‘continues Pontiac people bid fair to 
have more money than they know 
what to do with. 


Leonard Gray was convicted of big- 
amy in Grand Rapids superior court 
Wednesday. He lived with his first 
wife from 1876 until 1900, and without 
getting a divorce married Henrietta 
Taylor last August. He was remanded 
for sentence. 

Justice Battdorf, of Battle Cre 2€ |x, 
suspended sentence on Elmer Dunstan 
out of pity for his family.. Dunstan ad- 
mitted being a heavy drinker and hay- 
ing pounded his frail wife, She ana 
her three -babies followed him intc 
the justice learned 


their home for non-payment of rent Łe. 
set the man free. 
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FOUR SISTERS. 


Three Celebrate Their Birthday and 
a Fiftieth Anniversary, 


Four sisters celebrated the fiftieth 
anniversary of their arrival in Mus- 
kegon and also the birthday anniver- 
Saries of three of their number. <A 
feature was the supper, fifty candles 
on an immense birthday cake, light- 
ing the table. . 

The celebration was in the form of 
a reunion and fifty relatives, includ- 
ing children and grand-children, gath- 
ered between 5 and 11 o’clock. 

The sisters are Mrs. Alexander Mar- 
coux, 142 Sanford street; Mrs. Adeline 
Tarte, 44 Jefferson street; Mrs. Larry 
Leveque, 70 Jefferson street, and Mrs. 
Elizabeth’ Davids, 349 Lake street. 

The first three mentioned observed 
their birthday anniversaries. Mrs. 
Marcoux.: and Mrs. Tarte are twins 
and were born September 15, 1841. 
They strongly resemble each other. 

By a strange coincidence, Mrs. Le- 
veque was born two years later on 
the same date as her sisters. 


Mrs. Davids is younger than her 
sisters, having been born sixty years 
ago. 


Port Huron’s Forest Fire. 


A forest fire which raged in the 
southern section of Port Huron Thurs- 
aay afternoon and night. threatened a 
portion of the populated district with 
destruction. Many families residing in 
the path of the fire packed their furni- 
ture and goods and were ready to move 
out if the. blaze spread. 

Several people, who were in the ra- 
dius of the fiames, were compelled to 
leave their homes and seek shelter 
elsewhere. Y 

An aged and sick woman named Gill 
kad to be carried to a neighbor's home. 
The devastated fields cover 30 acres. 
No serious damage was done, but it 
Was necessary to plow the ground to 
save the surrounding homes. Another 
fire occurred at the home of Charles 
Haviland at the same time. The dam: 

ge was $700. 


Live Wire Victim. 

Howard McKenzie, a lineman in 
the employ of the ‘Lansing lighting 
commission, narrowly escaped death 
Wednesday when he accidentally 


| touched a live wire while climbing: a 
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fingers 


pole.: He was unable to ‘free himself, 


but fellow workmen finaily pulled him 
away and let him easily. to the ground. 
He was bleeding at the.mouth and his 
shirt was smoldering. In a doctor’s 
office he soon regained consciousness. 


MICHIGAN IN BRIEF. 


C. A. Smith, of eae township, 
had his left foot and leg drawn into 
a bean thrasher and terribly mangled 
Saturday. He nearly bled to dea .th, 


A strange disease has broken out 
among the swine in Clayton township, 

nd hundreds of the porkers are dying 
T he state veterinarian wil] be called 
to investigate. 


Miss Emma Reynclds, who disap- 
peared from Jackson a week ago, Was 
married in Battle fi Ba to Thomas Mc- 
Cormick, of that . She is 16 years 
old. tler father tee in Parma. 


J.-C. Morgan refused $16,000 from 
Traverse City for the site of his cold 
storage warehouse. Deeds since lookec 
up show that the warehouse occupies 
cily property, giving the town anen- 
trance to the bay shore. 


Dr, Morris Anglim, a Bay City den- 
tist, 35 years of age, plunged headlong 
ta hig death from a third story window 
in the First National bank building at 
an early hour Monday morning, His 
skull was crushed. 


Miss Mabel Bashaw, a teacher in a 


Negaunee school, plunged headlong 
into a. well from which she was draw- 
ing a bucket of water. A boy passing 
by heard her cry and she was rescued 
from the well, which was 20 feet deep. 

David B. Hamlin, who walked most. 
of the way from New York state when 
he was 16 years old to Jackson, arriv- 
ing when there were but two or three 
log houses at that place, is dead at 
the age of 90 years. He lived in Eaton 
Rapids 68 years. 


The broom factory, which was in- 
stalled some time after the institute 
for the blind was opened in Saginaw, 
has been particularly successful, and 
at present, although operating both 
day and night, is fully a month behind 
in. its: or ders, 


The thirty- eig hth annual fair of the 
Flint Valley Agricultural society will 
be held in Montrose township, near 
Burt, October 2-4. Purses aggregating 
$500 are offered in the speed depart- 
ment, Many special premiums are of- 
fered. Music will be furnished by the 
Mentrose cornet band. 

y the upsetting of a lantern by 
his little daughter, the barn of Oscar 
Graham, on the Struble farm, three 
miles north of Edwardsburg, was 
kurned Saturday night. Mrs. Graham's 
mother was slightly burned in trying 
to put out the fire. Most of the stock 
Was saved. Loss, $2,000. 


Daniel McDonald, of Grand Marais, 
an experienced hunter, blew three 
off his right hand and will lose 
the entire hand as the result of clean- 
ing a gun -which he didn’t know was 
loaded. A piece of the wiper penetrat- 
ed the hand as far as the wrist bones, 
making amputation necessary. 


tilla met death by suffocation at the 
Princeton mine when they could have 
easily saved themselves. A drift caved 
in, shutting off the air, and a few 
minutes’ work would have cleared the 
entry, but the entombed men apparent- 
presence 
in the 


of mind and 
wrong direc- 


ly lost their 
frantically dug 
tion, 

Calvin Carr, of Flint, who attempted 
to kill his mother because she refused 
to give him his pension papers, was 
adjudged insane in the probate court 
and committed to the Pontiac asylum. 


Dewitt C. Leach, a member of con- 
gress from the Lansing district previ- 
ous to the civil war, and now a man 
&4 years of age, is visiting in that 
city. He was state librarian in 1857 
and was twice elected to congress. In 
congress he was a prominent aboli- 
tionist. and when the state. of.South 
Carolina offered a reward for the 

heads of prominent anti-slavery agita- 
tors his name was on the list. Mr. 


| 
| 
Heming Keranen and William Pen- f 
| 
| 
Leach now lives in Missouri. | 
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Benton Harbor telegraph, telephone 
and street car systems were crippled 
by a seyere electrical and wind storm 
which passed over the city Wednesday 
bes 


afternoon. Many buildings were un- 
roofed; and a number of barns were 
struck in that district. 

About 100 feet of tramways and 
docks, at the Gilchrist lumber mill in 
Alpena fell with a crash Wednesday 
night, startling the entire city. Twenty. 
six loaded tram cars went down with 


the wreek; which was* caused’ by’ a 


‘high ‘windvand ‘the weight of the carsi he 


Several cars of lumber 
in the water, some stand 


are partially 
ing on end. 
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INTERVENTION A VERY SERIOUS 
THING BUT MAY BE 
NECESSARY. 


PREPARATIONS GOING ON 


Funston Goes to Havana for Investiga- 
tion—The Navy Getting Ready for 
Active Service, 


Cuban Situation Is Grave. 

President Roosevelt’s letter to Min- 
ister Quesada, it is believed, and the 
facts already support that belief, will 
cause both factions in Cuba to pon- 
der the question of civil war carefully 
before continuing it, and thus making 
intervention imperative. It is appa- 
rent that President Roosevelt does not 


want to intervene. He realizes that 
once the United States becomes a 
party to the Cuban controversy it will 
make itself more trouble than ever 
came out of a Pandora’s box. Inter- 
ference is a serious international act 
not lightly to be entered on. It in- 
volves international responsibilities of 
the. first order and once taken, the 
consequences are not easily foreseen. 
The president. doesn’t want to act, but 
Should the need come, he will act, asd 
with promptness and vigor. 

Widespread preparations are being 
made by the United States govern- 
ment, looking toward the possibility 
of active intervention in Cuba. There 
is great activity in army circles, and 
orders were issued Saturday for the 
breaking at once of the great maneu- 
ver camps of the regular army at Mt. 
Gretna, Pa.; Chickamauga, Tenn., and 
Fort Benjamin Harrison, Ind. Army 
camps will be est:blished at New 
York, Norfolk, Tampa, New Orleans 
and Galveston, looking to an emer- 
gency which will require the hurried 
dispatch of a large body of troops to 
Cuba. : 

Marines are also being prepared for 
embarkation : for .Cuba..: Sixty men 
were ordered from Boston to Norfolk, 
where they will board a cruiser bound 
for Cuba, and another detachment is 
making ready at Annapolis. The 
Washington detachment left for Nor- 
folk today. 

Naval preparations are likewise be- 
ing pushed. The new batileship New 
Jersey was ordered south from Boston, 
and the battleships Louisiana and Vir- 
ginia sailed southward from Norfolk 
today for an unknown destination, pre- 
sumably ‘Tampa, Key West or some 
point off the coast of Cuba. 

Gen. Frederick Funston, of the regu- 
lar army, will accompany Secretary 
Taft and Assistant Secretary Bacon to 
Cuba.. He is now en route from the 
Pacific coast. He may not arrive in | 
time to leave with the two other rep. 
resentatives of the president, but will 
immediately follow them and join their 
party in Havana. 

Gen. Funston has been selected be- 
cause of his eee rity with ihe Span- 

ish language and the characteristics 
of those A in the present con- 
troversy. He had much experience in 
the Philippines and is said to be ex- 
pert in handling men of the class now 
causing the trouble in Cuba. 

“he news of landir g of sailors from 
the Marietta at Giekfadens s is of much 
interest. The opinion is expressed that 
the situation at Cienfuegos warrants 
this action, and that the government 
will not overrule the action of Com- 
mander Fulham, of the Marieita, as it 
did that of Commander Colwell, of the 
Denver, at Havana. 


Open Air Cure. 


Mrs. Edward Bowers,.of Flint, is a 
living example of the efficacy of the 
fresh-air treatment for consumption. 

Six months ago she was pronounced 
by specialists to be incurably af- 
flicted with tuberculosis of the lungs, 
but, instead of giving up, she heroi- 
cally set to work to see what an out- 
door life during the summer would 
do for her as a last resort. A tent 
was placed in the yard at her home in 
the north end of the city, and here 
she has spent most of her time since 
May. 

‘Today she considers herself practi- 
cally a well woman, but in order to 
further fortify herself against the rig- 
ors of the coming winter she will con- 
tinue. the fresh-air treatment so long 
as the weather conditions will permit 
-her to occupy her tent in comfort. 


Kidnaped Her Father. 


Mrs. A. F. W. Bowen, of San Fran- 
cisco,.is charged with kidnaping her 
aged father, Peter Wilson, from the 
home of her brother, Rugene Wilson, 
in Port Huron. Recently the latter at- 
tempted to have a guardian appointed 
over his father, who had come from 
| California on 4 visit, The’ sister op- 
posed it. She hurried from San Fran- 
cisco to prevent it, but had no success 
in an interview with the judge. She 
then went to her brother’s home as a 
guest. On Wednesday she started from 
the house ostensibly to mail a letter, 
asking her father to accompany her. 
She bought tickets for both of them to 
Lexington, Ky., and they are now far 

vut of the jurisdiction of the court. 
Property is at stake. 

The Democratic territorial- conven- 
tion of New Mexico indorsed William 
J. Bryan for the presidency in 1908. 


Robert W. Storey, of Marquette, 
wishing to die, ate a quantity of paris 
green and washed it down with whis- 
ky. He is dead. 

Because two women became so in- 
toxicated in the wine room under the 
grand stand at the West Michigan fair 
grounds that they were arrested for 
disorderly conduct, the sheri.: closed 
up the place. The directors of the fair 
canceled the privilege held by the pro- 
prietor of the bar. 


Mrs. P. H. Pavitt, 
was beaten to death at 
Springfield township, near Media, Pa., 
with ‘a hatchet in the hand. of: an un 
known assailant. Her body, 


ee ne ee 


found lying on the kitchen floor by her 
husband upon his return from Ghica. 

After all a man that knows too much 
is little more in demand than the one 
that knows not enough. 

A boulder weighing several hundred 
pounds was discovered on the Grand 
Trunk track at Flint Wednesday nig hi; 
probably. placed there to wreck a train, 


Madison Stoddard, aged 73 year 

of Penfield, died Saturday from. in- 
juries inflicted by an over-spirited heif. 
er which took fright at a street, car 
in Parte Creek and ran, away, drag- 
e' Stoddard ‘behind. He recover ed 
in, time to undergo a similar Orne: 
rience on his farms which resulted i 

death. He had lived nearly foriy 
years ¢2 the farm where he died. 


wife of a farmer, | 
her home in! 


with the. 
head crushed almost into a pulp, was | 
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SPIRITS VENGEFUL. 


Weird Story Abon Louise Gordners: 
Reason For Suicide. 

The inquest over Louise Gordner,. 
who committed suicide in Jackson by 
taking carbolic acid, brought out the 
fact that haunting spirits had made a 
tramp out of her. She was born in 
Booneville, Ind., where the galaxy of 
spirits first asserteqd themselves and 
drove her away. 

First in one town and then another 
she worked, fleeing some by night and 
some by day in a vain hope to escape 
their nagging. From Ohio she came’ 
te Detroit, where her spirits manifest- 
ed themselves to such an extent that 
she fled in.terror to Canada. From a.” 
small town in Canada she .was sent 
back ‘to Detroit, where she found her 
spirits waiting for her at the dock. 
Then she fled to Jackson. She complain- 
ed that her spirits traveled along the 
rails ahead of the engine which pulled 
the train to Jackson and met her at 
the depot when she alighted. Finally 
in despair of ever escaping them, she 
committed suicide. 

This story was gained from the girl 
herself by Police Lieutenant Urow- 
comb, on request of Gus Gordner, of 
Booneville, Ind., who made the request 
ina letter, saying he was her cousin, 
The jury said she was insane. 


It Happened. 


Louis Baher, aged 15, Milford Welch, 
son of an Tonia alderman, and three 
other lads were playi with an air 
gun. To see what would. happen Welch 
put a bird shot in the oo and a dyna- 
mite cartridge on the end of the bar- 
rel. The cartridge exploded when he 
fired the shot. Welch’s 3 face was bad- 
ly torn. Baher was cut in the stomach 
and both arms, and-a piece of the cart- 
ridge lodged in one eye. The doctors 
think he will lose the sight of it, and. 
he has been taken to arana Rapids. 


THE MARKETS. 


Detroit -Handy bute butcher grades were 
a trifle higher for good stuff and good 
quality stockers and feeders sold at 
steady prices.: Common grades, how- 
ever, were a trifle Iower. All other 
grades steady. Milch cows were from 
$3 to $5 per head lower and the quality 
was very common, Butchers claim 
they are getting a better grade of cat- 
tle at lower prices from the west. Ex- 
‘tra dry-fed steers and heifers, $5@5. 25; 
‘steers and heifers, 1,000 to 1,200, $4 25 
@4 50; steers and heifers, 800 to 1,009, 
$3 50@4 25; grass steers and heifers 
that are fat, 800 to 1,000, $3 50@4 25; 
grass steers and heifers that are fat, 
500 to 700, $83@3 50; choice fat cows, 
$3 25@ 4; good fat cows, $2-50@3; com- 
mon cows, $1 50@2; canners $1 25 @ 
y Fea 8 choice heavy bulls, $2 75.@3 an. 
fair to good bologna bulls, $2.65 @2 85; 
Stock bulls; $2) 20a 75: choice feeding 
steers, $00 to “O00 Sa S603. 85" fair 
feeding steers;*800° to 1,008, °$3.@3. 50: 
choice stockers, 500 to 700, $2:50@8 50; 
fair stockers, 500. to 700, $2 50@3: stock 
heifers, $2 25@3; milkers, large, young, 
medium age, $3847: common milke ers 
$18@25. The run of veal calves w ag 
very light and the market was active 
and steady prices with last week, a 
few extra good ones bringing’ $7 75 per 
hundred. We quote: Best grades, $7 2h 
Gil: Coe pee $6@7; common and 
heavy, $4@5 50. 

Sade ruie variation in -prices from 
last week, market being about steady. 


Best lambs, $7 oe 60: fair to good 
lambs, $6 50@7 light to comm on 
lambs, $6@6 50: yearlings, $5 50@6; 


fair to good butcher Sheep, $4@5; 
and common, $2 50@8. 
Hogs—Good grades were, 25¢ and pigs 
15e per hun tred higher. Packers paid 
onë price. for nearly everything, $6 40 


culls 


per hundred. Range of prices: Light 
to good butchers, $6 40@6 50;° pigs, 


$6 25; light yorkers, $6 25@6 45: 
$4 75@5 25; stage, one-third 


roughs 
off. 
Chicago——Market steady 
common. to prime steers, $3 Bs 
cows, $2 70@4 75; heifers, $2 G0@5 35: 
bulls, $2 25@4 50; calves, $3@8: stock- 
ers and feeders, $2 60@4 35. 

Hogs—Market 5@10c¢ higher; 
to prime heavy, $6 30@6. 45: 
good heavy, $6 10@6 25: butehers’ 
weights, $6 40@6 55: good to choica 
heavy. mixed. $6 10@6 35: packing, 
$5 40@6 25; pigs, $5 50@6 55. 

Sheep—-Market steady but w 
sheep, $4 25@5 75; yearlings, $5 
6 40; lambs, $6 50@8. 


bat oe Ul: 
TO ap 6 C9 


choicg 
medium to 


eak; 
76@ 


East  Buffalo.—Best export steers, 
$5.75 @ 6.30; best 1,200 to 1,300-Ib ship- . 
ping steers, $4.83@5.30; best 1,000 te. 
1,100-lb do, ' $4. 30@ 4.85; best fat COWS, 
£3.50 @3 S fair’ co 2004, $3 @ 3.25; trim- 
.00@1:75: ‘best’: fat heifers, 
$4. 25 @ 4. ae medium heifers. $3@8.50- 
best yearling steers, $3.25@3.50: con- 
mon heifers, 2.15@3;: export bulls, 
$3.75@4; bologna bulls, $2.50@3: light 
Stock bulls, $2.50@3. Good to extra 
cows $40:@45; medium, $25@33: com- 
mon, $19@20. 
Hogs—Market 
6.70; mediums, 
mixed, $6.75 @ 6. 


active; heavies, $6.50@ 
36. 65@6. 80; yorkers and 
S53; common and grassy 


hogs 10@20¢ below these quotations; 
roughs, $5.3 35 @ 5. 50. 

Shee arket ea ae lambs, 
$8.25 @ 8.40: culls, $6. 25@6.7 wethers, 
$5.75 @6; culls, $304 oe year ngs, $6.2 25 
@ 6.50; ewes, $5.25 @5 


Grain, Ete. 
Detroit—-Cash wheat, No. 2 red, 72% 
closing at 73¢; sample, 5,000 bu at 72% 
6,000 bu at 72%c, 7,000 bu at 130: De 
cember, 15.000 bu at 7534c, 15.000 bu at 


eam = 77 


C, 
C; 


2 


(5%%c. 6,000 bu at 75%c, 10,000 bu at 
76¢; May, ne buat CERS 25.000 bu 
at dee 15,000 bu at 79% ¢, 15,006 bu 
at 95,0. 10,000 bu.at,79%c¢;.No,. 3, .red, 
Te: “No. 1 white, 73c. 

Corn—Cash No. 3, 51¢; No. 3 yellow, 
526; on track, 2 ears at rue 

Oats—Cash No. 3 white, 3512c bid; 
Sp S 2,000 bu -at 35%c, 3,000 bu 
at 35l e 

Rye—Cash No. 2, 1 car at 60c. 


Beans—Cash, $1. 39; October, $1 44 


asked; November, $1 44 nominal- 
Chicago—Cash sales: No. 2 spring 
wheat. 14@ 16e; No.3, 70@74c;-No, 2 
red. 70@705ec. No. 2 corn,. 48c: ae 2 
yellow, 48@ 4814c; No. 2 oats, 32% >; No. 


9 white, 331446 @34%e 
33e; No. 2 rye. 5&c: fair te choice malt- 
ing barley, 48@ Ste: No. 1 “flaxseed. 
$1 03%: No. 1. northwestern, $1 09; 
prime timothy seed, $4 02% @4 05: clo- 
verseed, contract grades, $12. 


No. 3 hie: 30 @ 


Sea ee ee, 


STEAMERS LEAVING DETROIT. 


DETROIT AND BUFFALO STEAMBOAT Co., foot 
of Wayne St.. for Buffalo and the East, daily at 
5:00 p. m. Sunday au 4:40 p, m. Week E nd 
Excursion, 82.50 round trip. 


_DETROIT AND CLEVELAND NAv.Co.. foot of ih 


Wayne St,, for Cleveland, Pittsburg and Eastern 
points, daily at 10:39 p.m. Week E nd Excur- 
EA to Cleveland every Saturday, $2.09 round 
trip 

WHITE STAR LINE, foot of Griswold St. for. 
Port Huron und wey ports, daily at 8:30 a. m, 
and 2:30 p. m., et a at 9:00 a. m. bor ioclede 
dailyat 4:00p.m., Senday at 9:0U a.m. and 5:00 p. m, 


Grand Traverse SEE potato crop 
was saved by a beautiful rain Wednes- 
day afternoon. 

The Eleventh Michigan Harat ry 
Ww ee hold its twentieth anuna] reunion 


i Hastings September 19-20, 
etter three days of strenuous ses- 
|} sions, the Colorado Democratic state 


convention adjourned, naming a ticket 


headed by Gov. Alva Adams, renom- 
nated. 

Members of the- Eighth Michigan 
Cavalry held a reunion at ‘Fenton, 
Wednesday. Frank Kellogg, of Bat. 
tle Creek, was chosen president, and 
S. A. Widrig, of Detroit, was elected 
secretary-tr easurer. 

Ald. Renihan proposes that Grand 
Rapids give a rival street railway 


company a franchise, unless the pres- 
ent company agrees to make needed 
extensions, ` ) 

John Peters son, a “Jack the Peeper,” 
being caught in the act of peeping in 
the home of John Simpson, in Port 
Huron, was fined $40 or 90 days in the 
Detroit house of correction. ` 


A manfgiving his n@dme ‘as A. J. La- 


MontlotNew York, was: found iñ coni 


vulsiong on the street in Pontiac, He 
ae s he is on-his*way to"Baraboé; Wis., 

headquarters of Ringling Bros.’ circus, 
ain went “broke” in Detroit and went 
{here to seek work. 


DRADE a oa 


“as ig ewer 


on 


ANIC AT T UNVEILING 


GREAT CRUSH AT M’KINLEY CER- 
EMONY AT COLUMBUS. 


SPEECHES ARE DELAYED 


Unruly Mob Forces Postponement of 
Programme, Two Women, Badly 
=~ injured, Being Removed by 

the Police. 


Columb tw, O. — With a _ panic 
threatening in a crowd estimated at 
50,000 people, surging about the stand 
erected in the capitol grounds, frantic 
te secure a glimpse of Mrs. Nicholas 
Longworth, the president's daughter, 
the exercises arranged for the dedica- 
tion of the McKinley monument were 
seddenly terminated Friday after- 
noon after the statue of the martyred 
president had been hurriedly ack vie 
by Mrs. Longworth. 

The prompt action of the EES 
cn arrangements was regarded as 
imest fortunate, for the crowd. was pe- 
vond control and, the shrieking of 
women and children who were cauzht 
in the crush was rapidly working the 
crowd into a frenzy. 

Many women fainted and were car- 
ried out of the crowd by the police. 

Two wére so badly hurt that ‘they had 
to be removed in an ambulance. 

The McKinley monument stands at 
the west entrance to the grounds, 
facing the street, and the crowd was 
packed into,this space between the. 
speakers’ stand and the monument. 
The exercises were set for 2:30, and 
began promptly. 

It was not until the band was play- 
ing the overture that the danger of a 
‘panic became apparent. Suddenly 


STATUE OF McKINLEY. 
Unveiled by Mrs. Longworth at Co- 
lumbus, Ohio. 


women in the crowd next. -to the 


speakers’ stand began to screanr and 
ery for help... Then “geveral won 
cn fainted and were carried up to 


` ihe, stand. Rev. Dr. Washingt tOn Glad- | ago, and it now. has a population of 
č, 2 GOV. 


cen rose to deliver the invocation, but 
he spoke only a few sentences when 
ihe roar of voices forced him to stop. 


Gov. Harris then attempted to guiet | 


“Keep back!” he shouted. 
people in 


the crowd. 
“You are crushing these 
front to death.” ER 

The governors voice could not be 
heard 20 feet away, however, ob ac- 
count of the din. 
became so alarming that those on the 
stand asked Mrs. Longworth to come 
forward in the hope that a ‘glimpse of 
her might satisfy the crowd. 
came to the front of the stand and it 
was seen at once that something must 
be done, and it was decided to unveil 

the statue at once. . 

Mrs. Longworth then pulled the 
ribbon attached to wires Ea pe drew 
the flags covering the statue aside. 
A-man hoisted on another’s shoulder 

asped the ribbons and the wire and 
they were quickly torn into fragments 
by relic seekers. 

he crush was stopped for 
moments, but it was soon renewed, 
and Mrs. Longworth again came to 
the front of the platform and bowed 
to the throng. In the meantime, how- 
ever, 
had decided to defer the addresses 
until evening at the Memorial hall, 
ang as soon as Mrs. Longworth retired 
the announcement was made. The 
people struggling for their 
the crowd around the stand cheered, 
but a storm of hisses came from the 
people on the outskirts of the crowd, 


who did not understand the situation. 


The programme of exercises which 


had been arranged for the unveiling 


Car: 
hig zht, 


of the, McKinley monument was 
ried out at Memorial hall at. 


Root Sails for Panama. te 

Lima, Peru—The United States 
cruiser Charleston, with Secretary of 
hes Root on board, left. Callao Sun- 

z for Panama. More than 2,000 per- 
sons participated in the municipal ball 
in honor. of Secretary Root. 

Twelve Hurt in. Car Crash. °° 

Seattle, Wash.—Three street es 
oné loaded to the’ guards ‘with: ‘passe 
gers, collided here, more than a ieee 
passengers and car employes being in- 
jured. Three of the passengers are 
not expected to survive. 


ono 


Split on Presbyterian Union. 
Bloomington, I11—A proposed three 
days’ session of the Lincoln presby- 
tery of the former Cumberland Pres- 
byterian church at Stanford came to 
2 sudden end when nearly one-half of 
the delegates repudiated the union. 
Shut 48 from Country. 
-San Francisco.—Quarantine officers 
refused landing to 48 persons on the 
steamer Siberia, which just arrived 
from the orient, who had unmistaka- 
ble evidence of trachoma. Of these 27 
were Japanese and 15 Hindus. 


We 


a few 


the committee on arrangements 


ised | to take good, care of the monu- 


The commotion thea | 


She | 


lives in 


—_— 


| loss will be about $2,000,006. 


| 
| 


:15-to 20.per cent. less in ‘quality: this | 
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Huds NONOR WA WASHINGTON 


MONUMENT TO FIRST PRESI- 


DENT UNVEILED AT BUDAPEST. 


Thousands of Persons Participate in 
arade — Prominent Statesman 
Lauds Father of Our Country.. 


- Budapest—Sunday was George 
Washington day in Hungary’s capital, 
and the entire population from morn- 
ing until night gave itself up to en- 
thusiasm over the unveiling on mon- 
archical territory of a monument to 
the first AARU of the United 
States. 

-- The. Stars. ‘and ~ . Stripes, 
‘Hungarian colors intertwined were 
to be seen every where, 

In the morning’ ‘there were special 
sermons in many of the churches, the 
preachers calling attention to the im- 
portance of the event. 

In the afternoon thousands of per- 
sons lined the streets through which 
passed an imposing parade tothe city 
| park, in which the monument stands. 
Thirty thousand persons were in the 
park, which was surrounded by many 
thousands more. 

rior to the unveiling united choirs 


PRETTY SHOULDERS. 


FASHION’S LATEST EDICTS ARE 


- REVOLUTIONARY. 

Dresses Are to Be Much Lower and 
Beautiful Shoulders a Necessity 
—How They May Be Ac- 
quired. 


and.. the 


jatest edict is most revo- 
“The day of: the low neck 


Fashion’s 
lutionary. 
is returning and by winter the shoul- 
ders will be exposed fully to the gaze 
of the world.” This statement by a 
great modiste applies not only to the 
evening dress, but to the day waist. 
The day shirt-waist is being made 
lower and !ower in the neck and short- 
sang the Hungarian and then the!er and shorter in the sleeve—while 
American national anthem and other | the eveniag waists are fully two 
hymns. grades lower than they were last sea- 
The monument was unveiled amid | Son. 
scenes of great enthusiasm. Herr This means that the arms and neck 
Rakovski, -vice president of the 
chamber of deputies, was the orator 
of the day. He dwelt at length on 
Washington’s great work for the 
cause of civilization, not only for the 
United States but for all the world. 
He said the standard set by the father 
of the American republic had influ- 
enced .Louis Kossuth, and that by 
that standard Hungary’s 
Would be attained. 
Mr. Kohanyi ia a speech praised 
institutions and freedom. 
said Hungarian-Americans were 
‘true citizens of ‘the republic, “but 
would always keep up their love for 
their native country. 
Mayor 


must be beautiful and there is much 
work ahead for the society . woman 


greatness 


American 
‘He 


Bauzy, of Budapest, prom- 
‘ment; which, he said, was splendid 
evidence of the friendship between 
the two peoples, and hoped it would 
last forever. LORE | 

After other : speeches the people 
paraded past the monument, covering 
the pedestal with w wih and floral 
designs. 


ee 


TIRES OF CHASE The Plump, Youthful Shoulder. 


—— 


BANK CASHIE 


Returns to Mayti, Mo., to Face Trial 
for Alleged Shortage. 


who wants to have her bodice sur- 
mounted by a handsome pair of shoul- 
ders and a lovely neck. 

Just one woman in 20 has a pair of 
shoulders the right shape. Many have 
round shoulders. Others have hoop 
shoulders. One out of three will have 
shoulders that extend too far forward. 
Fifty per cent. have shoulders of un- 
equal height. Twenty-five per cent. 
have shoulders that would be right if 
they were carried right. 


Hayti, Mo.—Afier having traveled 
leisurely thrcuzh the United States 
and around the world, a fugitive from 
justice for nearly a year, Granville 
M. Gwyn, -ormer cashier of the Bank 
of. Hayti, who fled from this: city 
leaving an alleged shortage of $17,021, 
has returned and surrendered to the 
authorities for trial. 

Gwyn was at once bound over in 
the sum of $5,000: 

On I -vember 19, 1905, Gwyn sud- 
denly disappeared from Hayti, leav- 
ing a note to the president, John L. 
Dorris, of the bank, stating that the 
books and papers would be found all 
right, and nothing would be found 
wrong excepting a shortage of $17,091 
in cash. 

Gwyn admits that his sole purpose 
in returning voluntarily was to clear 
up the charges against him. His 
grandfather, Dr. S. M. Hayes, estab- 
lished the town of Hayti 12 years 


Some Pretty and ha evel Ways to En- 
tertain Guests. 


Hallowe’en Party. 

It seems impossible to believe that 
it is time to think of “Hallowe'en” 
parties, but a request from a young 
correspondent for suggestions for 


‘next month . ‘brings | the time looked 
forward to by each succeeding coterie 
Bie young people. In fact, ‘this oc- 
casion offers ‘so ‘many possibilities in 
the way of-entertaining that it is a 
favorite season for all sorts of func- 
tions. 

The ‘young 


Flea of “Net Guilty” for John D. 
Findlay, O. — A plea of “not 
guijty?” has been entered in. the 
probate court here by John D. Rocke- 
feller on the charge of violating the 
anti-trust taw through’. the Standard 
Oil comnany. Mr. Rockefeller was not| rade party. 
personally in court. He pleaded! As this is the night when witches, 
through an attorney. The defendants | brownies, hob-goblins of all sorts are 
in the cases against the pipe lines also | supposed to hold. high carnival, I 
pleaded not guilty in the same way| should ask the guests to come in.cos- 
and each demanded a separate trial| tumes of that character, with perhaps 
by jury. Judge Banker adjourned un-| @ few girls dressed as fairies to ward 
til the first Monday in October in or-| off bad spirits. The Japanese paper 
der to make this possible. The trials | caps and masks are.the best to use, 
may cae be started on that day, but it| they are easy to adjust, cool, and very 
is expected that they will. «| inexpensive. If you cannot procure 
—— sa them, send me a stamped, self-ad- 
„dressed. envelope, and I will- put you 
on the right track. Cider, doughnuts, 
apples, popcorn sandwiches and =a 
in the northwestern part of Dakota | “fortune” cake are among the refresh- 
county and the eastern part of Dixon) ments. In next week’s paper more 
county rushed down the valley of Elk | Suggestions will be given for Hal- 
creek, sweeping away hundreds of | lowe’en. 
tons of hay, drowning hogs caught in| A. , 
pens, flooding cellars, washing away A reader asks “what to serve for a 
railroad tracks, and doing other dam-| five o'clock tea in about four courses.” 
age, all of which is conservatively es- | In the first place, a five o’clock tea is 


timated at $100,000. The wave of wa-|the very simplest of all n 
ter in the creek when it struck this ments; there are never any courses. 


town was seven feet high. 


girl in her 


Great Damage by Cloudburst. : 
Jackson, Neb.—At 7:30 o'clock Sun- 
day morning water from a ceioudburst 


Five O'Clock Tea. 


permit of an elaborate spread. A bev- | 
erage of the chożce.of:twoọ as tea or 


Fire Starts in Wrecked Cars. 


Houst ov doada atterneae coffee; an iced fruit drink or choco- | 
oe oes ihe dani ee Shein PERE late; one or two .varieties of sand- 
nrernationa wiches, sma!] cakes, wafers,,.candies, 


freight train from St. Louis and points 
east with shipments for Houston, San 
Antonio and Laredo, was derailed at 
Price's Switch, 16 miles north of Pal- 
estine. One of the cars carried a half} 
ear of matches and these were ignited 


ginger, salted. nuts; and bonbons. are 
all accessories of the five o'clock tea. 


a frappe with delicate sugar’ wafers 


sométhing “to offer to promote 


Mexican Cotton Crop. 
Mexico City.—The cotton crop of 
the country will in all, probability .be 


petite and make the eatables’ the 
main thing. Five o’clock teas are a 
very popular method of entertaining, 
and the invitations are usually 
year than last ‘owin? to the inundation | sued on the hostess’ visiting card, 
of lands in the Lagunadistrict. 

| to five.” It is customary to ask one 
or two intimate friends to serve the 
guests. 


lron Manufacturer Dead. 
Indianapolis, Ind.—Benjamin `“ F. 
Hetherington, president of the Heth- 
erington & Berner Iron Works - com- 


| Musical Games. 
The “Musical” game apparently is 


| always with us. It seems to be in, de- 
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this fascinating day reminds us that 


Sometimes just a glass of sherbet or | 
are served. The main thing is to have | 
so- | 
ciability, but not to over cloy the ap- 
| nee River.’’) 


is- | 


The | with the words “at home from three | 
| 


fashioned low, sloping shoulder. 


Suggestions For the Hostess 


letter asks | 
for ideas for a “Hallowe'en” masque- | 


entertain- ! 


The hour is too near dinner time ise 


| 


| 


l 


| 


-ceit' to write a few bars of music on |as a.nutritious beverage. 


| 


pany, so while this. is) 
at the age of 77 years. Death was duc | similar to those that have appeared 


to the infirmities of old age. it differs 


in the department, 


Victim of Gasoline. 

Owosso, Mich.—Mrs. J. M. Ford, of 
Corunna, sister of United States Dis- 
trict Attorney F.. H. Watson, died 
from the effects of terrible burns re- 
ceived when by mistake she used gas- 
oline to start a fire in a kitchen stove. 


A- yellow, discolored neck is any- 
thing but adorable, particularly when 
a woman Wishes to appear in a decol- 

Se lette frock. A simple home-made rem- 
Rate Hearing Ended. 2 is made thus: Take one ounce 

Washington.—The interstate com- | of honey, one teaspoonful of lemon 
merce commission concluded its hear- 5 juice, six drops of oil of bitter al- 

| 


ings regarding the petitions of the | monds, the whites of two eggs and 
various railroads for a waiver of the enough fine oatmeal to make a smooth 
30-day notice provision of the railway paste. Apply this at night, covering 
jani iaw Tega ldtag CBangOs HI TAIR: with a bit of old thin soft linen. 


enough | 


l] 


How to Cure a Discolored Neck 


-haps*she lifts her skirt. with one hand 


“Robin, Adair” .or..‘Rory O’More.’’) 


Patrick's Day in the Morning.’’) 


Last Rose of Summer.”) 


ithe wedding ?—(And of the wedding 


Europe?— (“The Beautiful: Blue a 


pare made in the shape of candy boxes, |§ 
| and are the most: appropriate TRA 


i the place cards, 


The Age of Mkehinar 

We live in the age of machinery. 
| The thinking, directing mind becomes 
daily of more account, while mere 
brawn falls correspondingly in value 
from day te day. That eccentric phil- 
osopher, Elbert Hubbard, says in one 
of his essays, “where a machine will 
do better work than the human hand, 
we prefer to let the machine do the 
work.” 

It has been but a few years since 
the cotton gin, the “spinning Jenny” 
and the power loom displaced the 
hand picker, the spinning wheel and 
the hand loom; since the -reaper and 
binder, the rake and tedder, the mow- 
ing machine® took ‘the place of the old. 
cradle,’ sertie; ‘Pitëhfotk “andit hand 
rake; ‘sincé: tHe friction match su- 
perseded :ithéestflintvamd ‘tinder; since 


Walk behind ¢ a woman in the street 
and you will -notice that one shoulder 
is taller than’ the other. This is 
caused by her hands. One hand is 
held at. the belt line while the other 
is allowed to fall by. her side.- Per- 


while with the other she carries a 
This will make the shoulde 


parcel. i i 
uneven. And in time they grow un- the medern, paint. factory“ replaced the. 
le, / A arae slab .and,. muller, the paint., pot, and 


paddle a oa gig 
In every. case. where machinery has. 
been introduced: to replace hand Jabor, |’ 


the laborers! have’ resisted the! change? Bf 


Round shoulders are caused by the 
habit of letting. the body sink forward. 
Women with lung. trouble have round 
shoulders, while dyspeptics almost in- 
variably have shoulders that hoop for- 
ward, making the figure a poor shape. 
To straighten a pair of round shoul- 
der- is difficult. A brace can be worn 
and this serves as a reminder ‘and 
the woman straightens up. The wom- 
an whose shoulders are round cannot 
wear a low neck. There-is nothing 
quite as disfiguring as a pair of shoul- 
ders that bend too far forward. The 
whole shave is destroyed. 

Fat shoulders are apt to be pretty. 
But the trouble is that it is difficult 
to put just the right amount of flesh 
upon the shoulders. Hither they are 
too thin or they become too stout. 
And the pudgy. shoulder, full of great 
soft creases, is impossible from beau- 
ty’s standpoint. — 

The. cereals. will» plump. out the 
neck, but one must not take too much 
cream with them. Vegetables also 
plump the neck, but one must be care- 
ful to take them fresh and without. 
too much butter. There are fats which 
seem to settle in ‘the abdomen and 
other fats which go toward the shoui- 
ders and hands.. It is curious to the 
student of beauty -to observe the dif- 
ferent .direction., which. the, flesh. will. 
take. ‘Potatoes: will, make the’ abdo- 
men full. Another kind of food will 
make the shoulders stout, while’ a 
third kind will ‘cause the cheeks to 
grow fat. It is a knowledge of these 
various kinds of food which makes a 
Woman pretty or otherwise. She real- 
ly can govern her ‘fat to suit herself 
if she knows what to eat. 


If the shoulders are of the sloping, 
or old-fashioned type, they should be 
dressed plainly. A Quaker. handker- 
chief folded around the shoulders in 
such a manner as to make them still 
lower and still more sloping is the 
prettiest thing in the world. Next 
comes the Priscilla scarf, which is a 
sort of plain muslin fichu; and third 
there is the plain, round, low neck 
with its neat finish and its delicate 
edge. All of these serve to bring out 
the 2ld-fashioned lowness of the old- 


ahd asi the weavers, the sempstresses: |” 
and othe »'farm;"\laboters < protested 
against! new-fangled looms,’ sewing ma- 

chines, and, ‘agricultural implements, 

so in recent times compositors have 
protested a gainst ‘type-setting ma- 
chines, glass’ blowers against bottle 
blowing -machines;’. and. painters 
against ready,mixed paints. And as 
in the case of these short-sighted 
classes of an earlier’ day, so with their 
imitators of to-day, the protest. will 
be in vain. Itis a protest against civ- 

ilization, against. the common weal, 

against, their. own..welfare. | ; 

The history of. all.mechanical. im- ; 
provements shows that workmen are 
the first to be benefited by’ them. 
The invention of the sewing machine, 
instead of throwing thousands of wom- 
en out of employment, increased the 
demand to’ such an ‘extent that thou- 
sands of women have been employed, 
at better wages, for shorter hours and 
easier work where hundreds before 
worked in laborious misery to eke 
out a pitiable, existence. It was so 
with spinning and weaving. machin- 
ery, with agricultural implements—in 
fact, it is so with every notable im- 
provement... The- multiplication: | of: 
books in the last decade is a direct 
result of the invention of linotype 
machinery and fast presses. 

The mixed paint industry, in which 
carefully designed paints for house 
painting are prepared on a large scale 
by special machinery, is another im- 
provement of the same ‘type. 
cheapness and general excellence of 
these products has so stimulated the' 
consumption of paint that the de- 
mand for the services of painters has 
correspondingly multiplied. Before 
the advent of these goods a well-paint- 
ed house was noticeable from 
rarity, whereas to-day an ill-painted 
house is conspicuous. 

Nevertheless, the painters, as a 
rule, following the example set by 
the weavers, the sempstresses and the 
farm laborers of old, almost to a man, 
oppose the improvement. It is a real 
improvement, however, and simply be- 
cause of that fact the sale of such 
products has increased until during 
the present year it will fall not far 
short of 90,000,000 or 100,000,000 gal- 
lons. 

Hindsight is always 
foresight, and most of us who deplore 
the short-sightedness of our ancestors 
would do well to see that we do not 


in turn furnish “terrible examples” to 
our posterity. P. G. 


FINDS VIRTUE IN OLD CLOTHES. 


to be used and will probably be avail- 
able to many hostesses. All that is 
necessary for the success of this en- 
tertainment is to have a ready person 
at the piano; the hostess reads the 
question, the piano gives the answers 
and the guests write down the melo- 
dies they recognize on programmes 
provided with pencils. Announce that 
“all those ‘who recognize the last 
answers will please arise and join in 
the singing.” Of course suitable 
prizes are awarded for the best and 
poorest lists. a RENN 

A musical romance: ; 

1. What was the hero’s name?—- 


better 


_by Age Catch Artist’s Eye. — 
To the eye of the artist. the gar- 
ments of the modern man are only 
tolerable: when age ‘has. adapted them 
somewhat to the lines of the figure; 


clothes is an abomination. 

“It is not only that new clothes are 
more ugly than old,” said a knight of 
the palette who discussed the ques- 
tion; “to my mind no one can be prop- 
erly easy or graceful in them. 

“I never feel that I properly know a 
man until I have met him wearing an 
old suit. Certainly no man can possi- 
bly be his natural 
dress. 

“I have noticed again èni again 
how different- the same people are 
when wearing different clothes.. I 
went, for instance, to a large family 
gathering some time ago, and for. 
some reason- everybody had donned 
full evening dress. What a _ differ- 
ence it made! We were all on terms 
of intimate friendship, but somehow 
the clothes brought in an element of 
coldness and: formality. We all felt 
it—even , the: women; although, of 
course, the fair sex are not easily per 
suaded of the merits of well-worn gar» 
ments. But no man who has discov- 
ered the ease and comfort of them 
will readily give them up. As for the 
a side of modern clothes, it only 
| 
| 


2. What was the heroine’s name?— 
(“Annie Laurie” or “Nancy Lee.’’) 

3. Where did they meet?—(‘‘Comin’ 
Through the Rye.’’) 

4. When did they meet?—‘Five 
O’Clock in the Morning” or “In the 
Gloaming.’’).. 

6. What did he say ?—(“Oh, Promise 
Me.’’) 

6. What. did she say ?—(‘“Tll. Leave 
My Happy Home for You.’’) 

7..What did he then say ?—(‘‘Good- 
by, Little Girl, Good-by.”) 

8. What did the band play ?—(‘“‘The 
Girl I Left, Behind Me.”) 

9. Where did“ he? go?—(“Marching 
Through Georgia.’’) 

10. Where did she remain?—(“Way 
Down South in Dixie.’’) 

11. When did he return?—(On “St. 


peN in evening 


12. What did .the band 
(“When Johnny. Comes 
Home.” ) t 

13. Where did thes. again meet ?— 
(“Twas Within a Mile of Edinboro 
Town.’’) 

14. What did he sing to her?—- 
(“The Sweetest Story Ever Told.’’) 

15. What was her reply ?—(‘‘Call 
Me Thine Own,” by Halevy,) 

16. What did he give .ber?—(“The |, 


play ?— 
Marching 


comes when they have mellowed by 
use!” 


WELL PEOPLE TOO 


Wise Doctor Gives Postum to ‘Con | 


TETES) 


17, Where were they married— (“In 
‘The Old Kentucky Home.’ ’’) 
18. What did the organist ‘play: at 


— a 


valescents. 


A’ wise ‘doctor tries to give nature 
its best chance by saving the little 
strength.of the already exhausted: pa- 
tient; ¿and ‘building up wasted energy ; 
with simple but powerful ‘nourish: | 
ment. 

“Five years ago,’ writes a doctor,’ 
“I commenced to use Postum in my 
own family instead of coffee. I was 


marches.) . 
19. Where did they make ‘their 
home?— (“Way Down Upon the Suwa- 


29.. They, went down what river in 


ube.” y 
21: Where did they spend the ré- 
mainder: of their days?—(“America.’’) | 


Most of. the musical instruments | I had two grocers place. it. in- stock, 
guaranteeing its sale. 


“I then commenced. to reeoiiaend 
It is a pretty con- | it to. my patients in place. of. coffee, 

The conse- 
Small. horns, drums ' quence is, every store in town is now 
and banjos are unique used as table | selling it, as it has become ‘a house- 

decorations. | | ihold necessity in many homes. 

mi MADAME. MERRI.. |. eT sure’ I prescribe Postum as 

, often as any one remedy in the Ma-. 

| teria Medica—in almost every case of 
indigestion and nervousness I treat, | 

and with the best. results. | 

“When I once introduce it into a 
family, it is quite sure to remain. I 
shall continue to use it and prescribe 
it in families where I practice. 

“In convalescence from. pneumonia, ' 
typhoid fever and other cases, I give. 
it as a liquid, easily absorbed diet. | 
You may use my letter as a reference 
any way you see fit.” Name given by | 
Postum Co., Battle Creek, Mich. Read | 
“The Road to Wellville’ in pkgs. |! 

| ‘There’s a reason.” 


to give as prizes. 


Three or four applications will bleach 
the surface to a beautiful satin white- 
ness. Cupping devices for making 
the cheeks plump should be carefully 
avoided. 


When putting on a collar, make 
neck of bodice or blouse slightly 
smaller than base of collar band, and 
notch bodice here and there while put- 
ting collar on. By so doing you avoid 
wrinkles. 


its, | 


the average artist a new suit of , 
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Wheat in Western Canada 


A Good Crop of Excellent Quality Has Been 
Raised This Year. 


: yield. 


| no doubt, 


a 


hi 
P 
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than 


Men’s Garments. Shaped to. the | Figure $ 


meme ee 


: bushels to 


lso well pleased with the results Phat 


; Said to be engaged in lace-making 
| this is nothing compared to the num- 


The grain crops estimates from the 
Canadian West make a range of from 
87,000,000 to 115,000,000 bushels, and 


-an accurate statement will be some- 


where between these figures—prob- 
ably not far from 90,000,000 bushels. 
This year a larger acréage’was sown, 
estimated at an increase of from 18 
to,20. per eent: i and had the average 
nf last -yean: been" ‘Waintained, 
the aggregate’ ‘would | assuredly ; have 
gone considerably’ peyond the 100,000,- 
000 bushel mark. The exceptionally 
large influx of settlers was responsible 
to a ‘considerabje, extent, dor, much of 
the increased area, and, there can be 
is also responsible for a 


| part of the decreased average yield. 


The first crap. raised by the new set- 
tler—often ‘uhacquainted : with the 
conditions sof western? ‘agriculture—is 
not usually prolific, and 1905-06 placed 
a very large number öf amateut farm- 
ers behind the stilts of the plow; but 
they will learn, and Jearn, fast, and 
with another season or two will help 


to raise the average instead of de- 


pressing. it. 

Of the estimates to hand; that of 
the Northwest Grain. Dealers’ asso- 
ciation is the lowest: Wheat, 87,203,- 
000 bushels; oats, 75,725,600 bushels, 
and barley, 16,980, 600" bushels. The 
Winnipeg Free Press sent out five 
special correspondents, who returned 


ae vipat 


eter Mi IM hgj 


1904. 
Manitoba .......39,162,458 36,289,279 11,177,970 
Saskatchewan .15,944,730 10, 756, 350 598,336 
AlDorta nases ie "786, 075 5,609,496 1,608,241 
55,893, 263° "52,655, 125 18,384,547 

1905. 
Manitoba ....... 55,761,416 45,484,025 14,064,025 
Saskatchewan .26,107,286 19,213,055 893,396 
Alberta’ aipa. 2,297,524 9,514,180: 1,773,914 
ue 84,166,226 74,211,260 16,731,335 
This. year, the.lowest,returns, as we 
have stated, are estimated at: Wheat, 
87,203,000 bushels;. oats, 75,728; 600, 


and barley at 16,980,600 bushels, which 


is very satisfactory, if not absolutely — 
satisfying. To better appreciate this: 


fact, all that is necessary to do is to 
go back 25 years in the history of 
Western Canada. At that time the 
agricultural .product of the whole 
country was confined to Manitoba, 
and consisted of 1,000,000 bushels of 
wheat, on an acreage cf 51,300 and 
1,270,268 bushels of oats. The entire 
crop was at that time required for 
local purposes, and the export trade 
was an unknown quantity. To-day, 
allowing nearly 20,000,000 bushels of 
wheat for local consumption and seed- 
ing, there will be about 70,000,000 
bushels for export, which at 70 cents 
per bushel will bring in outside money 
to the extent of nearly $50,000,000. 
The barley and oats exported are 
good for an additional $25,000,000, and 
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Wheat and Oat Farms, Elbow Valley, Twelve Miles West of Calgary. 


after 20 days with a somewhat better 


The! report and gave reasons for the faith 


that was in them. They had traveled 
all through the spring wheat district; 
had driven 1,400 miles through the 
grain country, besides traveling thou- 
sands of miles by rail; and they had 
visited 938 localities and knew where- 
of they spoke. They reported: Wheat, 
90,250,000 bushels, on 4,750,000 acres, 
with an average yield of 19 bushels 
per acre. The western division of 
the Bank of Commerce also investi- 
gated with the following result: 


All of which goes to akaw that a 


f wheat crop of nearly if not fully 90,- 
, 000,000 bushels may be safely counted 


IF 


Alberta. 
Yield. 
Acres. per acre. Bushels. 
AOE aT ca T E E 141,421 20 2,828,420 
Maviey 6. euler. 75,678 3() 2,270,340 
Opie ele te ie oe 329 923 40 12,916,920 
540,022 18,015,680 
Saskatchewan. 
WV OD Gi i28s veces 1,831,649 22 29,296,278 
BEPIGY ~ NAE 41,273 30 1,238,190 
Ls a ay 542,483 40 21,629,320 
1,915,405 52,233,788 
Manitoba. 
Wheat 5 2.556 A TE 241, 00k 19 59,689,203. 
Barley isn: e 474,242 30 14;227,260° 
OB tS oraa anon sody lob, 961 40 46,238,440 
4,771,740 120,154,903 
Total cE ' Bushels. 
Wheat =. 325. aba densk as hen oh aie cele & sice Seo OLE GOO 
EE A Re Se aca a ee Re en ie T 80,854,680 
Barley. SE aarti terre iret cs ave 735,790 


the combined amounts, together with 
that received from dairying and oth- 
er sources, are bound to make finan- 
cial conditicns very easy in the Cana- 
dian West until the next harvest ma- 
tures. 

In the iast week of August a tour 
of inspection was made along the line 
of railway in the wheat area by the 
Northwest Grain Dealers’ association 
and a number of American grain ex- 
perts. What they saw convinced 
them that not only was the crop a 
good average one, but the quality of 
the grain grown was admittedly of 
the best quality, and more than one 
of the visitors stated that although 
the yield might have been larger, the 
quality could hardly have been im- 
proved. Speaking on this point, Mr. 
J. F. Whalley, the weli-kncwn wheat 
man of Minneapolis, said: 

“The quality of the crop is excel- 
lent, and I think the average will be 
No. 1 Northern. I was up with the 
grain men two years ago, and I am 
very much struck with the improve- 
ment that has taken place in these 
two years. The growth is: certainly 


marvelous; there is not a better coun- 
try in the: world than the Canadian 
Northwest.” 

The past few years, in which agri- 
culture has been carried on to any 
great extent, have brought the prob- 


A Still Better Outfit Seven Miles West of Morden. 


upon. This is less than was looked 
for by some enthusiastic western peo- 
ple, who maintained that increased 
acreage necessarily meant an 
creased, aggregate. Stili, 90,000,000 


bushels of wheat is. 6,000,000 better. 


than what. was looked. upon last year 
as a good crop, and we do not think 
Western Canada has much -cause to 
feel down in the mouth because the 
acme of its anticipations on the wheat 
crop may not have been realized; 
Taking one year with another, that 
country has. demonstrated that it can 


be depended upon as a-great, wheat: 
growing territory, and has to be reck- 


oned with in the markets of the 
world. : 3 
The yield in oats has been in- 


creased this year by nearly 1,500,000 
bushels, the aggregate estimate being 
75,725,600, with the average~-at 41.2 
the acre. The estimated 
crop of barley is placed at 16,980,600 
bushels, which is a slight increase 
over the total of last year. Of flax the 
estimate given. is:, 690,184: 
which is a tice increase oe last 
year's: figures. < > 

Following are hve: fidurés' in detail 
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France Revives bees fa 
France is reviving some of her hand- 


' made lace industries with much suc- 


cess. In 1903, the French legislature | 
provided for girls being instructed in 
making hand-made laces in the schools 
and for more advanced courses in the 
chief lace centers, and the results are 
now showing themselves; 135,000 are 
, but 


ber employed in old times. Hand- 
made lace in our day will never oust 
machine-made lace, but there is room 
for both. 


bushels, . 


in-. 


| 


for wheat, oats, and barley in West- 
ern’ Canada for the three years’ last] 
past: AS kere 
, 1903. 
Wheat.. Oats.. Barley. 
Manitoba ..:.:.40,116,878 ` 33,035,774" “8,707,252 
- Saskatchewan ees 9,164,007 665,593 | 
WAlberta sak . 1,118,180 5,187,511 1,077,274 
156,856,073 47,387,292 


a 


years, immediately in front of 


lem of transportation very prominent- 
ly to the front, and there is a railway 
development in Manitoba, Saskatche- 
wan, Alberta and British Columbia, 
Such as has never been seen 
anywhere. There are at present 
over 6,000 miles of railway in 
operation in that country, and 
a conservative calculation of the 
lines now in course of construction 
places the extent at 5,000 additional 
miles; a large portion: of which will 
be completed during: the present year. 
This means the opening up of a con- 


siderably increased agricultural area, 


and there is every reason to believe 
that in a very few years the agricul- 
tural wealth of the country will be 
developed to such an extent that in- 
stead of “A Hundred Million Bushel 
Crop” it will not be out of place to 
refer to the crop as “500,000,000 bush- 
els of wheat for export.” This may 


look like drawing the long bow at the 


present time, but, in the light of what 
has been done by Western, Canada 


in the past five or ten years, there 


is no limit that can be, placed. upon 
what may. be done in the: five:cer ten 
‘that 
lusty young giant of the West. 


An ‘Odious Comparison. 4 


|... “Doesn’t.Scrubbly look cheap. beside sei) 
that magnificent, well-dressed eS of 


his?” 
“I should say so! -He looks like a 
bar- tender s shirt- stud beside the Koh- 


fron Industry in Sweden. 
Extensive projects for the establish- 


| ment of iron works,on the west coast 


| 


of Sweden are now under considera- 
tion, but it is alleged that such works, 
in order to be successful, must not be 
dependent on the home markets, but 
be in a position to manufacture cheap- 
ly. and compete with other produce 
in the markets of the world. This, it 
is admitted, is of more importance to 
the new industry than either an ex- 
port duty on iron or heavy customs 
duties on foreign produce introduced 


| into Sweden. 


choice of a great many people. 
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YPSILANTI, SEPT. 20, 1906 


REPUBLICAN STATE TICKET. 


For Governor— 


FRED M. WARNER of Oakland. 


For Lieutenant Governor— 
PATRICK H. KELLEY of Ingham. 


For Secretary of State — : 
GEORGE A. PRESCOTT of Iosco. 


For State Treasurer— 
FRANK P. GLAZIER of Washtenaw. 


For Auditor General— 
JAMES B. BRADLEY of Baton; 


For Land Commissioner— 
WILLIAM H. ROSE of Clinton. 


For Attorney Generai— 
JOHN E. BIRD of Lenawee. 


For Superintendent of Public Inetruction— 
LUTHER L. WRIGHT of Gogebic. 


For Member State Board of KEducation— 
DEXTER M. FERRY, JR., of Wayne. 


CONGRESSIONAL TICKET. 


For Member of Congress, 2d District— 
CHARLES E. TOWNSEND of Jackson. 


LEGISLATIVE TICKET. 


For State Senator, 10th District— 
A. J. PEEK of Jackson. 


For Representative, ist District— 
H. WIRT NEWKIRK of Ann Arbor. 


For Representative, %d District— | 
A. J. WATERS of Manchester. 


COUNTY TICKET. 


For Sheriff— 
FRANK T. NEWTON of Ypsilanti. 


For Clerk— 
JAMES E. HARKINS of Ann Arbor. 


For Treasurer— 
OTTO LUICK of Lima. 


For Register of Deeds— 
JOHN LAWSON of Augusta. 


For Prosecuting Attorney— 
ANDREW J. SAWYER, JR., of Ann Arbor. 


For Circuit Court Commissioners — 
GEO. W. SAMPLE of Ann Arbor. 
WM. 8. PUTNAM of Ypsilanti. 


For Coroners— 
SAMUEL W. BURCHFIELD of Ah Arbor. 
DR. J. B. WALLACE of Saline. 


For Surveyor— 
JEROME- ALLEN of Ypsilanti. 
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RAGWEED AND HAY FEVER. 


The alleged discovery, by the Rev. 
Wm. H. Allman, of the Detroit Confer- 
ence, that ragweed tea is a special spe- 
cific for hay fever commends itself to 
favorable consideration. It is based on 
sound medical doctrine, “The hair of 
the same dog” is an old and undisputed 
curative theory. Possibly, too, there 
may be in the discovery more than ap- 
pears on the surface. Henry Ward 
Beecher once said that the only sure way 
to exterminate the Canada thistle was to 
raise it for market. Then the mildew 
would attack it, the blight would wither 
it and the caterpillar would devour it 
and it would become a loser in the strug- 


gle for existence. 


If the medical virtues of ragweed are 
once established—it is known to be an 
effective remedy for incipient dropsy 
also—and its use as a drug becomes gen- 
eral we may look to see it disappear from 
the stubbles and the wayside like magic. 
If this fails then let the. government re- 
search department take it up. It would 
confer an inestimable boon upon the 
farmer, and the rest of the world as well, 
if it could offer some inducement to mow 
the stubbles for the aftermath and thus 
do much to get rid of the most unmitigat- 
ed weed nuisance that ever gained a 
foothold in this ceuntry. 


WITH no flourish of trumpets or beat- 


ing of drums some of the officials of the 


_ Pennsylvania railroad and thé engineers 
- having the work in charge made the trip 


through one of the twin tunnels under 
the Hudson, thus marking the practical 
completion of one of the greatest railroad 
enterprises of the age. 


BRYAN'S federal ownership of trunk 
lines with state control of other roads 
and Tom Watson’s proposal to abolish 
all federal courts except the supreme 
court, and the appellate jurisdiction of 
that, offer a good beginning for the polit- 
ical chaos which is promised for 1908. 


A DETROIT exchange, estimating the 
senatorial chances of Hon. C. E. Town- 
send, remarks that he is the second 
choice of almost every body, while first 
choice is scattered among a good many 
candidates. If the Detroit writer had 
inquired more carefully he would have 
found that Mr. Townsend is the first 
What 


If a Cow gave 
Butter 


mane would have to 
invent milk. Milk is Na- 
ture’s emulsion—butter 
put in shape for diges- 
tion. Cod liver oil is ex- 
tremely nourishing, but 
it has to be emulsified 
before we can digest it. 


Scott’s Emulsion 


combines the best oil 
with the valuable hypo- 
phosphites so that it is 


-easy to digest and does 


far more good’ than the 
` alone could. That 
makes Scotts Emulsion 
the most strengthening, 
nourishing food - medi- 
cine in the world. : 


Send for free sample. 


SCOTT & BOWNE, Chemists 
409-415 Pearl Street . New York 
50c. and $1.00. All druggists 
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the Cough} 


This i is one reason why Ayer’s 
Cherry Pectoral is so valua- | 
ble in consumption. It stops | 


ff the wear and tear of useless 


| date to have the thing over. 


NSC 
E 
i 
? 


be vols regular with Ayer’s 


coughing. But it does more § 

-—it controls the inflammation, § 

uiets the fever, soothes, and | 
eals. Sold for 60 years. 


š ~ Ayer’s Cherry Pectoral has beena regular 
| life preserver to me. It brought me through 
m® a severe attack of pneumonia, ʻ cand I feel 
$ that I owe my life to its wonderful. curative 
È prope: ”» “WILLIAM H. TRUITT, Wawa, 
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PILLS. 
Hasten recovery by "keeping the 
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the people of Michigan want is a Senator 
to whom the public interests will be the 
first consideration. 
Mr. Townsend’s only achievement by 
any means; in a good many other ways, 
less conspicuous but scarcely less import- 
ant, he has been the means of loosening 
the grip of powerful combinations and 


securing the rights of the people. 


IF primary election is going to keep 
the political pot stirred up much longer 
people will be glad to vote for any candi- 
Sim plifica- 
tion and a good deal of it will be needed 
to make the law either popular or effec- 
tive. 


THOSE Louisiana schools which de- 
cline to receive the Filipino students 
which the government desires to place 
with them, are a little too finicky for 
anything. Filipinos aren't negroes, nor 
much darker than white Southerners. 


Ir the Cuban government had been as 
energetic at the beginning of the trouble 
as it seems to be in prospect ef Secretary 


Taft’s visit, the uprising might have 


been quelled more easily. 


Ir doesn’t argue well for the stability 
of the Cuban republic that both sides 
seem to be willing Uncle Sam should 
intervene to pacify matters. 


THE authorities in Hellerton have un- 
earthed a “Jesse James” gang: of boys. 
What better could anyone expect from 
a town of that name? 


DOES any one say: “The people are 
indifferent and will not turn out to the 
primaries?” Just look at the vote in 
Detroit. 


Ir Gompers is pleased and Littlefield 
is pleased over the result in Maine, other 
people ought not to find fault. 


SECRETARY TAFT is not a man to go 
on an aimless errand. Cuba will find 
that he means business. 


NEXT we know the Normal will be 
running 2 bake shop or a laundry. 


Regulates the bowels, promotes easy 
natural movements, cures constipation— 
Doan’s Regulets. Ask your druggist for 
them. 25 cents a box.. 


Less Play and More Work Needed. 


Taking as his text the criticism made 
by Rev. W. P. French in his sermon:Sun- 
day morning, that students of the high 
school devote too much time to social 
duties, Clarence E. Bement Monday 
night voiced his disapproval of the 
amount of attention devoted to school 
athletics and entertainments,. in the 
course of a few remarks he made in re- 
tiring as president of the board of educa- 
tion. Both gentlemen believe that the 
attention of pupils is thus unduly attract- 
ed from their studies, to the detriment of 
their school work. That there is. just 
cause for such criticism the State Repub- 
lican has at various times pointed out. 
Too much encouragement has been 
given inter-class and inter-school athletic 
contests, and too much of the spirit that 
prempts the giving of class functions 
and entertainments has been fostered. 
Keener rivalry has been inspired thus 
than has been created in attainments in 
scholarship. Numerous deficiencies in 
school work can be traced to the undue 


amount of attention devoted to sports 


and social affairs. While all work and 
no play is not desirable, the time seems 
to have come when less play and more 
work is needed in the city schools.— 
Lansing Republican. 


Baby won't. suffer five minutes with 
croup if you apply Dr. Thomas’ Eclectric 
Oil at once. It acts like magic. 


List of Letters. 


Following is a list of letters remaining 
in the post office, Ypsilanti, for the week 
itgin Sept. 15, 1906. 

LADIES’ LIST. 
Brown, Miss Lessey Lafountain, Mrs M 
Deaner,MisBernice Lewis, Miss Jessie 


| DeForest, Mrs C L Schmidt, Mis Emma 


Dunham,MrsZadah Smith, Miss Eva 
Gice, Mrs Dora Smith, LA 
Higgins, Mrs Libbie Thompson, MissEda 
Matron Old Ladies Home 
GENTLEMEN’S LIST. 
Fiear, Mr (lawyer) Morris, Mr 
Fisher, CA Regenscheid, John 
Grey, Raymond Todd, David 
Hardy, L Walter Wallace, Rev F A 
Hibler, Dr | Zimerman, Geo 
King, William Young, Louis 


Persons calling for advertised letters 
will please give the date of advertising 
and pay one cent for same. Letters are 
held two weeks and then sent to the dead 
letter office. W. N. LISTER, P. M. 


Apples Wanted. 


|- Will pay 35c to 40c per too lbs. for 


windfalls. No sweet nor snow apples. 
5 YPSILANTI CANNING FACTORY. 


The rate bill is not- 


Civic Improvement. 


Vice-president Cleary presided over 
the Civic Improvement meeting Thurs- 
day night and called for a general dis- 
cussion of things needed by the city that 
the society could accomplish. 

Mayor VanFossen said that the beau- 
tiful Peninsular. Grove is in serious 
danger, as the owner of the central part 
of it, the prettiest part, is ‘intending to 
sell off the timber, and has already 
allowed the bridge builders to cut out 
forty fine trees. It. should be easy to 
raise enough money by private subscrip- 
tion to purchase the grove outright, or 
perhaps some wealthy citizen will buy it 
for the citizens. After the lovely Stark- 
weather grove was cut down people real- 
ized what a loss it was; here is a chance 
to save the loveliest spot accessible to 
the citizens, near the water and of sight- 
ly location. Perhaps options could be 
secured and renewed from time to time. 
Prof. Cleary said the city could control 
for park purposes land outside the limits, 
and it was decided to appoint a com- 
mittee to see what can be done to save 
the grove. This committee .is Mayor 
VanFossen, R. W. Hemphill, Jr., and 


Supt. W. B. Arbaugh, and it was voted 


to devote the next meeting to consider- 
ing their report. 

‘Dr. VanFossen. also urged that some- 
thing be done to abate the garbage nui- 
sance, if only to require citizens to keep 
pails of a size that can be carried, so that 
some one will be willing to take away 
the contents regularly. The cesspool 
nuisance will be taken care of by an 
ordinance now working through the 
council. If the land forthe Normal park 
be secured and the Peninsular grove 
also, Ypsilanti may become the placeof a 
great Chautauqua. The city has done 
well in securing cement walks, coping 
and sewers. Now let it see that the care 
of its trees is put in the hands of the 
park commissioners. There are places 


where trees should be set, one man has 


just set out twenty-five elms that he got 
for the pulling up. In other places trees 
should be thinned out. Mr. Cleary said 
Mr. Newton spoke to him as if the family 


would willingly lease the Peninsular. 


grove for park purposes. — 

W. L. Beardsley made the report of 
the third ward committee on children’s 
gardens. Sixteen had started gardens: 
some had wearied, but about a dozen 
persisted and some fine results had been 
gained. Louis McLouth had a beautiful 
flower garden but had dropped his veg- 
etable garden. Many children had sup- 
plied their family with vegetables. The 
committee chose Herbert Lathers’ gar- 
den as best, those of Albert Lewis and 
George Stachelwitz tied for second, and 
Claude Jobson was third. The general 
committee have not yet met to decide 
awards. The children had gained much 
satisfaction from the work. 

Mr. Hemphill spoke of the effort being 
made to secure a beautiful country drive 
along the middle Ann Arbor road joining 
the two great campuses, and the other 
drive along the river that will join the 


park systems ot the two cities, much of 


which will be cared for by the residents, 
the societies furnishing the shrubs and 
trees. He also urged that the park com- 
mission be given charge of the trees; 
about half the 8000 shade trees of the 
city ought to be cut down, and their 
value would more than pay the water 
works bonds, being $200,000. ‘Trees 
thinned out would do better. In Roches- 
ter they plant whole streets to one kind 
of tree, magnolias, elms, lindens, etc. 

Mr. Hemphill gave a most interesting 
account of the origin of this civic work 
at the Chicago world’s fair, when all the 
artists took hold to make a beautiful city. 
From this came the idea of a magnificent 
Washington, based on plans gleaned by 
a committee of great architects, land- 
scape gardeners and artists that went 
through Europe seeking suggestions, and 
now seventeen other cities are working 
out plans according to some great de- 
sign. He said this city and Ann Arbor 
can do much at slight expense, a little 
each year, and much has already been 
accomplished. 

Prof. Arbaugh thought the society 
should concentrate its work more. Mrs. 
Burrell read a letter from Mrs. J. C. 
Sharp, president of the Jackson society, 
asking for information as to the work 


doing here, and was authorized to answer 
it. 


Mr. Hemphill said that President Mc- 
Farland of the National Civic Improve- 
ment League will be in Detroit the first 
of the month and that he could probably 
be induced to stop here and give one of 
his illustrated lectures on civic work. 
He is a fine speaker and would give an 
excellent talk. Mr. Hemphill was auth- 
orized to invite him to speak here. 


A Stepmother’s Love. 
They say I cannot love you as my own, 
` Dear little sleepy head upon my breast; 
The only mother-joy that I have known 
Is but a borrowed joy at least. 
They say I do not know the mother thrill 
As your dear baby eyes look fato mine, 
I cannot be your mother if I will; 
Real mother-love is nese more di- 
vine. 
And when you say, “I love you, mamma 
dear.” 


The “mamma dear” 
name. 


And tho’ you have no other mother here, 
I never can be just the same. 


But we one, your kiss, your soft warm 
ace 


Give me assurance, and I love you so! 
We hold each other in a close embrace 
And wonder—-O! we wonder how they 
know. 
—Lillian C. Timberlake in Good House- 
keeping. 


to you is but a 


Starving to Death. 


Because her stomach was so weakened 
by useless drugging that she could not 
eat, Mrs. Mary H. Walters, of St. Clair 
St., Columbus, O., was literally starving 
to death, She writes: “My stomach was 
so weak from useless drugs that I could 
not eat, and my nerves so wrecked that 
I could not sleep; and not before I was 
given up to die was I induced to try 
Electric Bitters; with the wonderful re- 
sult that improvement began at once, 
and a complete cure followed.” Best 
health Tonic on earth. soc. Guaranteed 
by Rogers-Weinmann-Matthews Co. and 
Smith Bros, druggists. 


Adrian Fair. 


The Lenawee County and Southern 
Michigan District Fair takes place at 
Adrian Sept. 24th to 29th. It is a popular 
and very large Agricultural and Indus- 
trial Exposition, as*well as a Pleasure 
Carnival. Space will not permit details. 
In every respect it is as good and as 
great as many 50 cent admission Fairs, 
but you can see it all for one-half that 
money—25 cents. 

Special train service and low rates on 
all railroads entering the city. Inquire 
of your local station agent about it. 4 


Rheumatism is not incurable. Stub- 
born? Yes! But Dr. Shoop’s Rheumatic 
Remedy will if faithfully used drive it 
out of the system. Its the blood that’s 
at fault. Poisonous crystals like sand 
get into the joints and muscles. Dr. 

shoop’s Rheumatic Remedy prevents 
this. It drives rheumatism from the 
blood and then rheumatism dies. We 
recommend and sell it. Frank Smith. 


Low Rate Commutation Tickets. 


The Michigan Central will sell 54- 
ride commutation tickets between Ypsi- 
lanti and Detroit and Ypsilanti and Ann 
Arbor at exceptionally low rates, good 
for sixty days instead of thirty as hereto- 
fore. For full particulars call at ticket 
office or phone _— 

9195 E. E. MowReR, Ticket. Agent. 


WANTED: by Chicago wholesale and 
mail order house, assistant manager (man 
or woman) for this county and adjoining 
territory. Salary $20 and expenses paid 
weekly; expense money advanced. 
Work pleasant; position permanent, No 
expẹrience required. Spare time valua- 
ble. Write at once for full particulars 
and enclose self-addressed envelope. 
Address, GENERAL MANAGER, 134: E. 
Lake street, Chicago. 8594 


For Sale or Exchange. 


I offer my fine residence on E. Forest 
avenue for sale or exchange. 

I also have two farms to exchange for 
city property, one of 35 acres, good build- 
ings, orchard, etc., one of 76 .acres, good 
orchard, buildings, and some timber. 

tf A. BOND, 725 Forest avenue E: 


WANTED:—Gentleman or lady with 


good references, to travel by rail or with 


a rig, for a firm of $250,000.00 capital} 
Salary $1,072.00 per year and expenses; 
salary paid weekly and expenses ad- 
vanced. Address, with stamp, Jos. A. 
ALEXANDER, A potant Mich. *9497 


L ax-ets 2 RC! Sweet to. Eat 


A Candy Bowel Laxative. 

TATE OF MICHIGAN, COUNTY OF WASH- 

tenaw,ss. Ata session of the Probate Court 
for said county of Washtenaw, held at the Probate 
Office, in the city of Ann Arbor, on the 17th day 
of August, in the year one thousand nine hun- 
dred and six. 

Present, Emory E. Leland, Judge of Probate. 

In the matter of, the estate of David J. Tyler, | 
deceased. 

On reading and filing the duly verified petition 
of Bella J. Tyler, praying that a certain paper 
in writing and now on file in this court, purport- 
ing to be the last will and testament of deceased, 
be admitted to probate, and that the executor 
named in said will, or some other suitable person 
be appointed executor thereof, and that appraisers 
and commissioners be appointed. 

It is ordered that the 15th day of September next, 
at ten o’clock in the forenoon, at said Probate 
Office be appointed for hearing said petition. 

And it is further ordered, that a copy of this or- 
der be published three successive weeks previous 
to said time of hearing in The Ypsilantian, a news- 
paper printed and circulating in said county of 


Washtenaw. 
[A true co EMORY. E. LELAND, 
Judge of Probate. 
9093 


H. Wirt No dcirk, 
Register. 


Communication. 


Obituary. 

Mrs. Adelia M. Ferris died at Jackson 
Friday noon, Sept. 7, and was buried in 
Highland Cemetery, Ypsilanti. She was 
born in Ripton, Vt., Dec. 29, 1829. She 
was left a widow at the beginning of the 
Civil war, and when Dorothea Dix organ- 
ized a corps of army nurses, she joined it 
and gave of her time and strength faith- 
fully through the struggle. Mrs. Ferris 
left two daughters, both of whom were 
present at the funeral, Mrs. Celestia M. 
Kelsey of West Salisbury, Vt., and Mrs. 
M. L. Vining of this city, The funeral 
was held in Jackson and Rev. William 
Gardam conducted the brief but impres- 
sive ceremony at Highland Cemetery, 
Sept. Io. 


Card of Thanks. 


We wish to express our thanks to the 
ladies of the Ypsilanti Woman’s Relief 
Corps for their kindness and sympathy 
and attendance at the funeral of our 
mother, Mrs. Adelia M. Ferris, in High- 
land cemetery, and we especially thank 
Mrs. Eunice Garty, the president, and 
Mrs. Kilian, chairman of the flower com- 
mittee, and all others who assisted us at 
the time of our bereavement. 

MRS. CELESTIA M. KELSEY, 
Mrs. M. L. VINING, 
M. L. VINING. 


Well Worth Trying. 

W. H. Brown, the popular pension at- 
torney of Pittsfield, Vt., says: “Next to 
a pension, the best thing to get is Dr. 
King’s New Life Pills.” 
keep my family in splendid health.” 
Quick cure for headache, constipation 
and billiousness, 25c. Guaranteed at 
Rogers-Weinmann-Matthews Co.’s and 
Smith Bros.’ drug stores. 


Michigan State Teachers Association, 
= Battle Creek, Mich., Octo- 
ber 256-27, 1906. 
For the above occasion on October 24, 
25 and 26th the Michigan Central will 
sell round trip tickets at a very low rate, 


return limit October 28th. For particu- 


lars call or phone 
9398 E. E. Mowr_ERr, Ticket Agent. 


WANTED—3 new milch Jersey cows. 
Inquire G. C. LAWRENCE, one mile west 
on Saline road. *9294 


Commissioners’ Notice. 


NTATE OF MICHIGAN, COUNTY OF WASH- 

‘tenaw. The undersigned having been ap- 
pointed by the Probate Court for said county, 
commissioners to receive, examine and adjust all 
claims and demands of all persons against the es- 


tate of David J. Tyler, late of said county, de- 


ceased, hereby give notice that four months from 


‘date are allowed, by order of said Probate Court, 


for creditors to present their claims against the 
estate of said deceased, and that they will meet at 
the office of D. C. Griffen, in the oe of Y psianti, 
in said county, on the 20th day of ovember, and 
on the 20th day of January next, at ten o’clock 
a.m of each of said days, to receive, examine and 
adjust said claims. 
ated September 15, 1906. 
D. C. Griffen, 
Martin Cremer, 


9497 Commissioners. 


STATE OF MICHIGAN. 
Suit pending in the Circuit Court for the County 
of Washtenaw, in Chancery, wherein Mary Roth 
is complainant, and George Roth is defendant. 
Satisfactory proof appearing to this court by affi- 
davit on file, that defendant is not a resident of 
this state, but is a resident of the state of Ohio, 
It is ordered that defendant appear and answer 
the bill of complaint filed in this cause within fou 
months from the date of this order. 
Dated, Ann Arbor, Sept. 17, 1906. 
E. D. KINNE, 
FLOYD E. DAGGETT, Circuit Judge. 
Complainant’s Solicitor. 
Attest: 
James E. Harkins, Register. 


THE MOST POPULAR FAIR ON EARTH 


October 1=2=3=4=5, 1906 


HILLSDALE FAIR 


Departments—Horses, Cattle, 


heep, Swi 


Poultry, Farm, Garden ait, Dairy Prod. 


ucts, Fruits, Flowers, Art, : 


Art Needlework. 


Domestic and 


OUR RACE PROGRAM 


Wednesday, Oct. 3 


2: 29 Tacme <i. 


2:12 Trotting - 


- - -$800.00 
400.00 


Thursday, Oct. 4 


218 Pacing 


2:22 Trotting a 


2:10 Pacing | - 


400.00 
400.00 
400.00 


Friday, Oct. 5 


2:18 Trotting i 
2:22 Pacing oe 
2:50 Trotting 


400.00 
400,00 
300.00 


BAND CONCERT EACH DAY 


Soldiers and Sailors’ Day, Oct. 5th 


Je writes: “they | 


Cee tera marta fom 


HUMPHREYS’ 


Veterinary Specifics cure diseases 
of Horses, Cattle, Sheep, Dogs, Hogs and 
Poultry by acting directly on the SICK PARTS 
without loss of time. 


A.A.) FEVERS, Gondeitiois Tnflamee@e 
Ss ed Lung Fever, Milk Fever, 


mt SPRAINS, Lameness, Injuries, 
m Lira Rheumatism., 


SORE THROAT, 
Distemper. 


oB Quinsy, Epizeootie, 
RS f WORMS, Bots, Grubs. 


vei 


aa 


COUGHS, Colds, Influenza, Inflemed 


Lungs, Pieuro-Pheumonia, 


s $ 


S 
Oa 


i COLIC, Bellyache, 


Wind-Blown, 
Diarrhea, Dysentery. 


Fes 
G.G. Prevents MISCARRIAGE. 


H. H 
HH KIDNEY & BLADDER DISORDERS, 


LI. BRIN DISEASES, Mange, Ereaptions, 
CURES $ Ulcers, Grease, Farcy. 


J. K. IBAR CONDITION, Staring Coat, 
CURES § Indigestion, Stomach Staggers. 


60c. each ; Stable Case, Ten Specifics, Book, &c., $7. 
At druggists, or sent prepaid on receipt of price, 
Humphreys’ Medicine Co., Cor. William tape John 
Streets, New York. 


te" BOOK MAILED FREE. 


In Womanly Ailments 
and Weaknesses 


Dr. Shoop’s Night Cure Soothes, Heals 
and Cures while the Patient Sleeps. 


The best remedy which physicians know fer 
Female Weaknesses is composed of parts of a 
certain white lily. To this are added other 
remedies which draw out the poisons and heal 
‘the inflamed membranes. This soothing anti- 
septic local application is known by druggists 
and physicians everywhere as DR. SHOOP’S 
NicHT Curn—becauseagit cures while the pa- 
tient sleeps and the AA morning finds the 
pain, the inflamma- 4 tion, the discharges, 
abated. The lives y / : “ers women sare 
records of martyr- 
they are sick, 
@ well day—yet / 


and sickness is unnecessary. 
Every ailing / woman may be 
made strong — may be 
m ‘to ex- y/ perience the 
vigor and viN re of roe 
Dust pna perfec-\ tly healthy wo- 


H or suffering women 


thatDr. Shoop sendsWa may his message of hope 
and life and good Wes cheer. It is to these 
sick and ailing womenW 7 that De. SHOOP’S 


NIGHT CURE will comeVYas a Balm of Gilead. 
You may not know your trouble by the name 
ysicians give it, but remember DR. SHOOP’S 
IGHT CURE may be relied upon in all come ved 
womb ulceration, falling of the womb, 
the womb or ovaries, leucorrhcea, * Conte nites) 
inflammation, congestion, irregular or 
menstruation. Ask for Dr. SHOOP’s 
Recommended and sold by . 


FRANK SMITH. 


i a a PU A ER ET 


fm 


THE YPSILANTIAN wants an oppor- 
tunity to figure on your Job Printing 
of every description, believing that 
we can give you the best of satisfac- 
tion and save you some money 


Business Cards, 
Envelopes, 
Note Heads, 
Letter Heads, 
Statements, 
Bill Heads, 
Wedding or Dance 
Invitations, 
Progranis, 
Circulars, 
Hand Bills, 
Auction Bills, 


and Book and Job Printing of every 
description, neatly and promptly ex- 
gentgd, at reasonable prices. | 


THE TPSILANTIAN, 


W. M. OSsBAND, Proprietor, 


Basement Savings Bank Block 


Remember! 


2 

If you cobble your fam- 
ily’s shoes, remember 
two things— 


First—Don’t wait till they are} 


too badly worn. 


Second—Go to HOWLAND’S 
Leather store for supplies, 
where you can get any quali- 
ty of leather you want at a 
price you can afford to pay. 


471 


TATE OF MICHIGAN, COUNTY OF WASH- 
KJ tenaw,ss. Ata session of the Probate Court 
for the county of Washtenaw, holden at the Pro- 
bate Office in the city of Ann Arbor, on the 28th 
day of August, in the year one thousand nine 
hundred and six. 

Present, Emory E. Leland, Judge of Probate. 

In the matter of the estate of Richard Lloyd 
Davis, minor. 

D. C. Griffen, guardian of said estate, hav- 
ing filed in this court his annual account, and pray- 
ing that the same may be heard.aud allowed, 

It is ordered that the 22d day of September: next, 
at ten o’clock, in the forenoon, at said Probate 
Office, be appointed for hearing such account. 

And it is further ordered, that a copy of this or- 
der be published three successive weeks previous 
to said time of hearing in the Ypsilantian, a news- 
paper printed and circulating in said county of 


ashtenaw. ` 
EMORY E. LELAND, . 
Judge of Probate. 
: 9194 


A true copy. 
irk, Register. 


. Wirt New 


YPSILANTI SAVINGS BANK 


Capital, $50,000. Surplus $10,000. 


OFFICERS. 
A. BEYER, - - - President 
H. P. GLOVER, = Vice-President 
R. W. HEMPHILL, . -| . = Cashier 


P. W. CARPENTER, : 


DIRECTORS. 


A. Beyer, H. P. Glover, R. W. Hemphill, P. W 
. Carpenter, R. W. Hemphill, Jr. ; 


Asst.-Cashier 


Four per cent interest paid on savings deposits if 
left six months or over;:three per cent if left 
over three months and less than six. We issue 
savings books for depositors wishing to make 
small deposits regularly, and credit interest an- 
nually at four per cent. / 


BANK BUILDING DIRECTORY. 


FIRST FLOOR. 


Room 1 and 4—J. P. Kirk, law office and insurance 
F. E. Daggett, law and insurance 
«  2—City Clerk and Water Board Office. 
* 6 and 6—E. P. Allien, Attorney. 
Tracy L. Towner, Law mag insur 
ance. 


SECOND FLOOR. 


‘Rooms 8, 9, 10—W. 8. Putnam, law and inanrance 


vAN ATAUN 13 and 14—Dr. J. C. Garrett. 
t: 12—Chief of Police. 


THIRD FLOOR. 
Queen City Lodge, K. of P. 
i BASEMENT. 


19—The Ypsilantian, Newspaper and Job Print- 
inv Rooms. ) 
21—Christian Science. 


_PHYSI CIAN B. 

RORE.: WESTFALL, PHYSICIAN AND 

Surgeon, Eye, Ear, Nose and Throat. Office, 

113 N. Washington St. Hours: 8-10, 1-3, 6: teh 80, 
Phone 136. 


\R. JAMES HUESTON, PHYSICIAN AND 
Surgeon, office and residence corner Huror 
and Ellis streets, Swift place. Telephone No. 45. 


ai | DD SPALSBURY, D. D. S., DENTIST, NEW 
e Office in Hewitt Block over Horner Bros.’ 
Shoe Store, Ypsilanti, Mich. 


ATTORNEYS. 


P. ALLEN ATTORNEY, “ROOMS 5 AN 
6, Savin s Bank Building. Loans money on 
mortgages and approved notes. 


EE N. BROWN, ATTORNEY--AT--LAW 
Notary Public, Real Estate, Loans and Co. 
lections. fice No. 10 Cross St., East Side. 


OHN P. KIRK, ATTORNEY-AT-LAW.. Office 
Rooms 1 and "4, Savings Bank Building. 


RACY L. TOWNER, ATTORNEY-AT-LA \* . 
. Fire Insurance and Notary Public. Office 
with E. Allen, Savings Bank Building. 


TNAM, ATTORNEY-AT-LAW. Of- 
oms, &, 9, 10 Savings Bank Building. 


B. HATCH, ATTORNEY ANT 
Counselor. Bell Telephone—Office, 23; ros- 
idence, 157. 8 North Huron St., Ypsilanti, Mich: 


J. A. WATLING, D. D. 8. L. M. JAmzs, D. D. S. 


WATLING & JAMES 
DENTISTS 


11g HURON STREET 
Nitrous Oxide Gas administered when desired 


G. A. MILLS 


DENTIST 


omge Over Miss Clark’s Mil- 
linery Store 


NORTH HURON STREET 


“Tho Magere Falls Route.” 


Time Table Taking Effect Jan.’7, 1906. 
Eastward bound trains leave Ypsilanti at 
6:20, *8:30, "9:45, 11:25 a. m, T250, 
4:25, *5:10, 8:48, and *g:42 p. m. 


‘Westward bound trains leave Ypsilanti 


Sab: $2283, WPAN, O13, "O05 a. me Tag, 
*2:20, 5:10 via L.S, & M.S., 5:55, and 
*10:05 p. m. 

*Daily, fStop on signal. 


Kilim COUGH | 


Jano CURE THe LUNCS| 


o m Dr, Kin kis 
New Discovery 


ONSUMPTION Price 
FOR f OUGHSand 50c &$1.00] 
OLDS 


Free Trial. 
Surest and Quickest Cure for all 
THROAT and LUNG TROUB- 
LES, or MONEY BACK. 


TRADE MARKS 
DESIGNS 
COPYRIGHTS &C. 
Anyone sending a sketch and description may 
quickly ascertain our opinion free whether an 
invention is probably patentable. Communica- 
tions strictly confidential. HANDBOOK on Patents 

sent free. Oldest agency for securing patents. 
Patents taken through Munn & Co. receive 
special notice, without charge, in the 


Scientific American. 


A handsomely illustrated weekly. Largest Cir- 
culation of any scientific journal. Terms, $3 a 
year; four months, $1. Sold by all newsdealers, 


MUNN R Co. ah oer n ew Yak 


Rraneb Office, 625 FR 


Farmers’ Headquarters. 
Congress street, near iron bridge. 
General outfitting—get your supplies 


cheap. New and Second Hand Goods 
of all description bought and sold by C. 
M. Edwards, now with R. E. NORTHARD 
& Co. . 


hinin io The Yoana, 


Phone 548. ‘s tf 


E E ONE 


THE SUNDAY SCHOOL 


LESSON XIII, THIRD QUARTER, INTER- 
NATIONAL SERIES, SEPT. 23. 


Text of the Lesson, a Comprehensive 
Quarterly Review — Goiden > Text, 
Luke iv, 32—Commenitury Prepared 

by Rev. D. M. Stearns, 


(Copyright, 1906, by American Press Association. ] 
Lesson I.—Jesus and the children 
(Matt. xviii, 1-14). Golden Text, Matt. 
Xvili, 14, “It is not the. will of: your 
Father, which is heaven, that one of 
these little ones should perish.” The dis- 
ciples often talked about being great, 
but Jesus always taught humility for 
the believer in this present life and that 
our: greatness would come when His 
own came, in the kingdom, in the 
resurrection, at His second coming. 
He assures us that His own can never 
perish, and that angels are our guard- 
ians, angels who behold the face of 

God. rae ri 

Lesson II.—The duty of forgiveness 
(Matt. xviii, 21-35). Golden Text, Matt. 

- vi, 12, “Forgive us our debts, as we 
forgive our &ebtors.” While there is 
nothing to be done on our part to ob- 

tain the forgiveness of sins (Acts xiii, 
38, 39; Rom. iii, 24) we will not enjoy 
that forgiveness nor walk in fellow- 

ship. with God unless we from the 
heart as freely forgive others as God 
for Christ’s sake forgives us. 

Lesson JIII.—The good Samaritan 
(Luke x, 25-37). Golden Text, Matt. v, 
T, “Blessed are the merciful, for they 

_ shall obtain mercy.” The law.is as 
helpless to deal with a sinner. as were 
the priest and the Levite who passed 
by the wounded man; but He who is 
the end of the law for righteousness to 
every believer took the sinner’s place, 
and by His own work saves him and 
cares for him. 

Lesson IV.—Jesus teaching how to 
pray (Luke xi, 1-18). Golden Text, Luke 
xi, 1, “Lord, teach us to pray.” There 
is nothing within our reach so great as 
prayer, and if we only knew and trust- 
ed our Heavenly Father as we might 
and as He would like us to do what 
wondrous answers to prayer we would 
see in accordance with John xiv, 18, 14; 
RV; Ger XXL PS INE bo Butt 
must be a whole hearted seeking and 
for the glory of God in the interest of 
His kingdom. 

LEsson V.—Jesus dines with a Phari- 
see (Luke xiv, 1-14). (Golden Text, 
Luke xiv, 11, “He that humbleth him- 
self shall be exalted.” Our Lord seems 
to have accepted every opportunity to 
meet the different classes. of people 
who opened their doors to Him, but 
He never failed to be faithful and true 
in His testimony, so here He has heal- 
ing for the sick and a word for the 
guests and also for the host; humility 
always and doing good to the poor. 

Lesson VI.—False excuses (Luke xiv, 
15-24). Golden Text, Luke xiv, 18, 
“And they all with one consent began 
to make excuse.” Men seem to think 
it doing God a favor to accept His Son 
and His salvation and His kingdom. 
They are so occupied with their own 
affairs, home or business, that they 
have neither heart nor time for God, 
and not until it is forever too late will 
_ they know what they have lost. 

Lesson VI1.—The parable of the two 
sons (Luke xv, 11-82). Golden Text, 
Mal. iii, 7, “Return unto me and I will 
return unto you, saith the Lord.” The 
great complaint of God is that people 

‘do not know Him, and the Lord Jesus 
sums it all up in His prayer in these 
words, “Oh, righteous Father, the 
world hath not known Thee!” (John 
xvii, 25.) Some are as dead as a piece 
of metal, some are like the wandering 
sheep and.many are like these brothers, 
neither of whom knew their father. | 

Lesson VIII.—The judge, the Phari- 
see and the publican (Luke xviii, 1-14). 
Golden Text, Luke xviii, 18, “God, be 

' merciful to me, a sinner.” He who 
spent so much time in prayer and knew 
its power and privilege is ever urging 
us to perseverance and importunity in 
prayer. If we were in as full accord 
with God as He was, what answers we 
would have, but true prayer implies a 
conscious need, an emptiness, like that 
of the publican. 

Lesson IX.—The rich young ruler 
(Mark x, 17-31). Golden Text, Matt. 
xvi, 24, “If any man will come after 
Me, let him deny himself and take up 
his cross and follow Me.” This man in 
his earnestness and zeal might seem to 
illustrate true prayer, but he went 
away without life eternal, for he was 
too much occupied with his possessions 
and with himself; he was really an 


idolater. Riches are more apt to be a. 


curse than a blessing. | 

Lesson X.—The blind man and Zac- 
chaeus (Luke xviii, 35, to xix, 10). Gold- 
en Text, Luke xix, 19, “The Son of Man 
is come to seek and to save that which 
was lost.” Not Bartimaeus; who was 
one of the two healed as- He left the 
city, but the one healed as He entered 
the city. .These three blind men and 
Zacchaeus all illustrate true seekers, 
_for they all obtained what they sought 
and more. The blind were poor and 
empty, and Zacchaeus was rich, yet, 
unlike the rich ruler, he esteemed 
Christ more than his riches. 

Lesson XI.—Jesus enters Jerusalem 
in triumph (Matt. xxi, 1-17). Golden 
Text, Matt. xxi, 9, “Blessed is He that 
cometh in the name of the Lord.” The 
literal fulfillment of prophecy, of which 
we have here an illustration, must be 
firmly held to in all our Bible study, 
so we confidently look for just as lit- 
eral a fulfillment of other predictions in 
Zechariah, such as ii, 10-12; viii, 23; xiv, 
4, 5. The Scripture cannot be broken; 
the Scripture must be fulfilled. 

Lesson XII.—Jesus silences the Phar- 
isees and Sadducees (Mark xii, 13-27). 
Golden Text, Mark xii, 17, “Render to 
Caesar the things that are Caesar’s, 
and to God the things that are God’s.” 
The Scriptures settle all difficulties for 
those who are subject to them, and 
- those who will not have God as their 
authority may take Caesar, but must 
abide by the consequences. 


CASTORIA 
The Kind You Have Always Bought 


Bears the 
Signature of 


Ot Ers A. ne se REY ng. T He Sete. AN a a 


raat caren peri m 


The Vpsilantian. NEW 


Many Ypsilanti Readers Have 
Heard It and Profited 
Thereby. 


“Good news travels fast” and the thou- 
sands of bad back sufferers in Ypsilanti 
are glad to learn that prompt relief is 
within their reach. Many a lame, weak 
and aching back is bad no more, thanks 
to Doan’s Kidney Pills. 
telling the good news of their experience 
with the Old Quaker Remedy. Here is 
an example worth reading: ' 

Mrs. Austin White, whose husband is 
connected with the Livery Stable, living 
at 1o1 North Washington St., says: “I 
had symptoms of kidney trouble and 
reading about the merits of Doan’s Kid- 
ney Pills in the papers induced me to 
procure a box at Rogers-Weinmann- 
Matthews Co.’s drug store. I soon prov- 
ed that everything said about them was 
true. They acted very promptly in re- 


Our citizens are 


back. I have no hesitation in endorsing 
so valuable a remedy.” j 


For sale by all dealers. Price 50c per 
F oster-Milburn Co., Buffalo, N. Y., 
Re- 
member the name, Doan’s, and take no 


box. 
sole agents for the United States. 


substitute. 


NEIGHBORHOOD NEWS. 


Mr. E. E. Whitney of Webster left in 
the Times office this morning a stalk oi 
corn which measured 13 ft.2 in. in height 
and bears an ear of corn of excellent pro- 
portions. The stalk was cut froma patch 
of about two hundred hills of uniform 
height and many of them bearing two 
ears. Many visitors to the State fair de- 
clare that nothing like this showing was 
exhibited there.—Ann Arbor Times. 


Hon. Frank P. Glazier has presented 
to the Chelsea M. E. Church Society 
steam heating plants for the church and 
the parsonage. 


The Chelsea Standard-Herald has 
been awarded the contract for publishing 
the list of lands to be advertised for sale 
in Washtenaw county at the general tax 
sale next May. 


` Chairman Thomas D. Kearney and 
Secretary Ross Granger have called the 
democrat congressional convention of 
the second district to meet in Ann Arbor 
Thursday, September 27. 

Ladies, read this catalogue of charms. 
Bright eyes, glowing cheeks, red lips, a 
smooth skin without a blemish, in short 
perfect health. For sale with every pack- 
age Hollister’s Rocky Mountain Tea. 
35 cents. Smith Bros. 

Monday night’s session of the council 
will go on record as a starter for electric 
lights in Saline, the council at that meet- 
ing having unanimously granted a fran- 
chise to the Washtenaw Light & Power 
Co. of Geddes, subject to the completion 
of a contract which will be necessary be- 
fore the work is commenced and which 
will doubtless be handled without diffi- 
culty.—Saline Observer. 


Daniel Day who died Saturday night 
was born in Onondaga county, N. Y., in 
1824. He came to this place when a 
young man.. By his first wife he had 
four children, only one of whom survives 
him, Mrs. Susie Williams of Ypsilanti. 
By his second wife there are two chil- 
dren, Minnie and Arthur, and the widow 
who also survive him.—Saline Observer. 


The D. U.R. ‘has placed a derailing 
device just east of the bridge over the 
Pere Marquette tracks so that every car 
must stop there, which precludes the 
possibility of any further accidents of 
the kind that occurred in July last. 

A pleasant occasion was celebrated 


Tuesday evening at the home of Mr. and 
Mrs. Willard Blanchard, it being the 


fiftieth anniversary of their married life. 


—Saline Observer. 


Impure blood runs you down—makes 
you an easy victim for organic diseases. 
Burdock Blood Bitters purifies the blood 
—cures the cause—builds you up. 

Rev. Wm. S. Jerome will officiate at 
the wedding of Dr. Carl C. Sears of 
Quincy and Miss Elsie E. McKinstry of 
Sheldon on Thursday evening.—North- 
ville Record. | 


The large cement contract for the 


Wabash railroad at French Landing is 
completed and Contractor Danacker left 
Saturday with his men. The job has 
taken two seasons to complete and when 
the railroad gets its bridge onto the 
abutments it will be as fine a piece of 
bridge work as there is on the road.— 
Belleville Enterprise. 

Cuyler Coy, aged 76 years, one of our 
most respected citizens, died very sud- 
denly Saturday, September 8, at ọ p. m. 
He leaves a widow and three daughters, 
Mrs. J. W. Clary, of Detroit; Mrs. Isaac 
Leonard, of this place and Mrs. James 
Millspaugh, of Ypsilanti. Mr. Coy was 
born on what is now known asthe Wiard 
farm, just east of Ypsilanti, from which 
place he moved to this township where 
he has resided ever since with the excep- 
tion of about a year when he moved on- 
to a farm in Romulus township.—Belle- 
ville Enterprise. 


Ralph W. Clark has sécured a splen- 
did well of water at a depth of 135 feet. 
The water,is as clear as crystal and test- 
ed 50 degrees by a thermometer.—Belle- 
ville Enterprise. ; 

Piles positively cured with Dr. Shoop’s 
Magic Ointment. Its made for piles 
alone, and it does the work to perfection. 
Itching, painful, protruding or blind piles, 
disappear like magic. Sold by Frank 
Smith, . : 

The poison in the wheat that was 
mentioned last week as affecting those 
who had anything todo with thrashing, 
proves to be what is called a “jigger” 
similar to those found in the western 


| States, only smaller, and they work under 


moving the dull, miserable feeling in my 


the skin about an eighth of an inch and 


their bite has the same effect as a bee 
sting. It has been somewhat difficult to 
secure help around a thrashing machine 
just on their account.—Belleville Enter- 
prise. 

George Kronbach is exhibiting a horti- 
cultural novelty that would have drawn 
attention at the State fair: It is a huge 
pie pumpkin that weighs an even 100 
pounds, measures 24 inches in its great- 
est diameter, and is Io inches in thick- 
ness. It was raised by Jacob Eby of 
Maybee, and his name and address are 
on the pumpkin‘in letters several inches 
long, they having been scratched in 
when the “pie timber” was in the early 
days of its struggle for existence.—Mon- 
roe Democrat. 

It arouses energy, develops and stimu- 
lates nervous life, arouses the courage of 
youth, It makes you young again. That’s 
what Hollister’s Rocky Mountain Tea 
will do. 35 cents, Tea or Tablets. 
Smith Brothers. 

Rev. Addis Albro and daughter Ruth 
were here a few days last week to secure 
some of their goods that are packed here 
and started Friday morning for Hickory 
Lodge, N. C., where they will spend the 
winter. Mr. Albro tells us he is much 
improved in health, and expects that by 
spring he will be able to go to preaching 
again.—Belleville Enterprise. — 


Elton R. Nellis, formerly mayor of 
Wyandotte, and Katherine Gillespie of 
Belleville, Mich., daughter of James Gil- 
lespie, for many years superintendent of 
the Wayne county house, were married 
at 7 o'clock Thursday evening— Wayne 
Review. 


Too much cannot be said in regard to 
the checking of the army worm pest, 
that so seriously threatens the ruin of 
trees all overthe country. The thorough 
destruction of all nests as soon as they 
make their appearance ought to be made 
obligatory. Many people do not seem 
to care if their trees are covered by the 
unsightly nests, but the people who do 
care can never successfully stop the 
spread ot the pests without general co- 
operation.—Northville Record. 

“Doan’s Ointment cured me of eczema 
that had annoyed mea long time. The 
cure was permanent.”~-Hon. S. W. Mat- 
thews, Commissioner Labor Statistics, 
Augusta, Me. | 

Prof. E. F, Gee who has been with the 
Wayne school for five years, has resigned 
and accepted a position with the Central. 
high school in Detroit—Wayne Review. 


Peter and Joseph Snyder have bought 
out the T. P. Gorham grocery store and 
reopened the place for business Thurs- 
day last.— Wayne Review. 


_ Edgar Purcell, while helping to thresh 
at Elmer Fuller’s, near North Adams, 
nearly met with a fatal accident.. He 
was cutting bands when the platform 
gave way letting him fall to the floor and 
upon the knife which he had in his hand, 
cutting a gash in his throat, and just 
missing the jugular vein. Several 
stitches were required to close the 
wound,—Hillsdale Standard. 


Monroe county has solid free rural de- 
livery. 

Hon. A. A. Hall, of Stockbridge and 
publisher of the Sun in that village re- 
ceived the nomination on the republican 
ticket at the primary election held Tues- 
day of last week as a candidate for 
treasurer of Ingham county. Mr. Hall 
was a former superintendent of the Chel- 
sea public schools.--Chelsea Standard. 


The Michigan Sunday School Associa- 
tion will hold a convention at Jackson, 
November 13, 14 and 15. 


The Jackson Poultry and Pet Stock 
Association has decided to give a poultry 
and pet stock show in that city Decem- 
ber 4 to 7. 
Many men give lavishly of gold, 

To build bridges and castles and towers 
of old; | | 

If you want everlasting fame, a bene- 
factor be, 

Give the poor and needy Rocky Moun- 
tain Tea.—Smith Brothers. 


Real Estate Transfers. 


Guy W. Harris, Saline, to Millie Harris, 
Detroit, $1.00. . 

Fanny L. Robbins, Detroit, to Edgar 
H. Lamb, Ypsilanti, $500. : , 

Walter C. Mack, Ann Arbor, to Fred 
E. Young, Ann Arbor, $1600. 

Eugene J. Helber, Ann Arbor, to Luth- 
er Sugden, Ann Arbor, $3153.25. 

Henri E. Luetjen, Ypsilanti, to Thomas 
Barnum, Ypsilanti, $800. 

Rose T. Salisbury, Ann Arbor, to Eu- 
gene J. Helber, Ann Arbor, $4400. 

P. Parsons Chase, Ely, Marquette 
county, to Ben. Thompson, Ypsilanti, 
$400. 

Harriet H. Gilbert, trustee, to Max 
Heizermann York, $150. 

J. W. Miller to George Freeman, Ypsi- 
lanti, $50. 


Fred McLaren, Ann Arbor, to Alice 
X. Bentley, $1775. 

Caroline Barnes, Ypsilanti, to Alice 
Moore, Wayne county, $3000. 

Elizabeth B. Simmons, Ypsi, to Anna 
J. Dickinson, Ypsilanti, $1.. 

Mary Hutchinson et al, Ypsilanti, to 
City of Ypsilanti, $35. 

Anna M. Lyon, Ypsilanti, to Burt E. 
Cook, Ypsilanti, $4700. 

Clara A. Coleman Rorison, Seattle, 
Wash., to Rachel G. Wiard, Ypsilanti 
$1400.. 

Melvin R. Carter, Willis, to Charles 
H. Niles, Ypsilanti $1. 

E. W. Miller to Mable Gibson, Ypsi- 
lanti, $50. 

Merritt A. Cronkright, Superior, to 
Wellington Van Buren, Ypsi, $3500. 


GP, 
The Breath of Life. 


It’s a significant fact that the strengest | 


animal of its size, the gorilla, also has 
the largest lungs. Powerful lungs means 
powerful creatures. How to keep the 
breathing organs right should be man’s 
chiefest study. Like thousands of others 


Mrs. Ora A. Stephens of Port Williams, | 


O., has learned how to do this. She 
writes: “Three bottles of Dr. King’s New 
Discovery stopped my cough of two 
years and cured me of what my friends 
thought consumption.” Guaranteed by 
Rogers-Weinmann-Matthews Co. and 
Smith Bros. druggists. Price soc and 
$1.00. Trial bottle free. — fens 


WILLIS. 


David Potter has moved his building 


preparatory to remodeling it. 


Andrew Fisher is down with rheuma- 


tism. i 


Mr. and Mrs. Harvey Day are taking 
a vacation after being confined so long 


to the sick room. 


The Morgan school is taught by Miss 
Agnes Hawkins for $45 a month. She is 


a successful teacher. | 
We attended Pomona Grange held a 


D. V. Harris’ home last week Saturday 


at which the flower contest came off. 


. Mr. and Mrs. George Sherman of De- 
troit were guests of his uncle, Will Sher- 


man, Sunday. 


Rev. Mr. Stephens of Stony Creek 
preached his farewell sermon at the M. 


E. church Sunday. 


Mr. Carter of Willis died Sunday at 4 


after a long illness. 


Mr. and Mrs. George Freeman spent 
the Sabbath with Mr. and Mrs. Charles 


Thompson. 
MUSINGS. 


Time sped on the wings of the wind 
Till it reached eternity’s shore, 

Where it measured itself by a soul, 
Then moved on again as before. 


DIXBORO, 


There will be no service at. the M. E. 
church Sunday. Rev. and Mrs. H. W. 
Hicks are attending the conference at 
Ispheming. . 

Rev. and Mrs, A. W. Stalker of Ann 
Arbor attended the Ladies’ meeting at 
Mrs. Popkins’ home Thursday. 

Mrs. Delilah Shankland is visiting her 
sister, Mrs. Johnson, in Lyndon. 

Rev. Fr. Goldrick of Northfield called 
on Dixboro friends Monday. 

Farmers are delaying their wheat sow- 
ing because of the lack of much needed 
‘rain, | 

Florence and Vine Covert and Miss 
Emily Schmid are attending the Ann 
Arbor high school this year. | 

The Ladies’ Aid Society at its last 
meeting elected as officers: President, 
Mrs. Frank Bush; vice-president, Miss 
Mary Keedle; secretary, Mrs. Bert Gal- 
pin; treas., Mrs. J. H. Cowan. 

Eugene Koch and family of Ypsilanti 
are spending a two weeks’ vacation with 
Mrs. Koch’s parents here. 

Born, Sept. 10, to Mr. and Mrs. Fred 
Shuart, a son. 

E. Matteson, Jr., has gone to the home- 
opathic hospital at, Ann Arbor for an 
operation. 

Mr. and Mrs. B. C. Page of Detroit 
visited his sister, Mrs. George Foster, 
last week. 

Mr. and Miss Hale of Grass Lak: and 
E. Popkins of Detroit spent Sunday at 
the home of M. F, Galpin. 

Miss Anna Matteson has returned to 
Ann Arbor to her school duties. She 
has been transferred from the sth to the 
4th ward. 

Mr. and Mrs. E. Bartlett and daughter, 
Lula attended the Martin-Mitchel wed- 
ding at Northfield yesterday. w 

Miss Agnes Finnell of Ann Arbor 
spent Sunday with Miss Bessie Cowan. 


STONY CREEK. 

Mr. and Mrs. Aaron Aber of Lansing 
and Mr. and Mrs. Parsons visited Mr. 
and Mrs. Norman Redner last week. 

The friends of James K. Kirker will 
be interested to know of his marriage to 
Miss S. C. Davis of Lansing. 

Norman Redner has sold his farm to 
Mr. Rockwood of Cone, consideration 
$6000. PARINI 

The Crescent Aid Society will meet 
Wednesday, Sept. 26, in the afternoon 
with Mrs. Ralph Elliott. 

Thomas Neats barn burned Mon- 
day afternoon, cause unknown. Mr. 
Neat had gone to town and the barn was 
all ablaze when discovered. The hay 
and grain, a runabout and the good har- 
ness were destroyed. There is some. 
insurance. | 

H. N. Benham is on the sick list. ` 


Think of Dr. Shoop’s Catarrh Cure if 
your nose and throat discharges—if your 
breath is foul or feverish. This snow 
white soothing balm contains Oil of 
Eucalyptus, Thymol, Menthol, etc., in- 
corporated into an imported, creamlike, 
velvety petrolatum. It soothes, heals, 
peice controls. Call at our store for 
ree trial box. Frank Smith. 


Order of Eastern Star Grand Chapter 
of Michigan, Lansing, Michi- 
gan, Oct. 10-11, 1906 

On October oth and toth the Michigan 
Central will sell round trip excursion 
tickets at one regular first-class limited 
fare plus twenty-five (25) cents good to 
return until October 12th. For particu- 
lars call or phone 
9396 E. E. Mowrer, Ticket Agent. 


Save Money 
By ordering your newspapers and maga- 
zines through EUGENE STRANG. Month- 
ly magazines, ten cents a year, and up- 
wards; daily papers, one dollara year, 
and upwards, Dec. 1. 


We have a full line of Hand- 
Mr. H. M. Curti 


Repairing, Painting, Trimming and Woodwork done to order by 
at our Factory, near Congress Street Bridge 


Four Buggy Tires Set for $1.25--Done While You Wait 


FERGUSON CARRIAGE 


YPSILANTI, MICHIGAN ' 


The cut:we show here 
represents one of our 
hand-made Wagons. We 
. warrant this wagon and 
want you to examine it 


| Council Proceedings. 

The city council did considerable 
routine business Monday night. | 

Cement sidewalks were granted on 
Race street (four feet wide), and in front 
of 601 and 605 Pearl street on petition; 
curbing was ordered on Congress, lot 1, 
block 2,in Normal Park, and on East 
Congress from River to the iron bridge, 
south side. Objections will be heard 
Oce. £5: 

The protest of property owners against 
the curbing on Washington and Huron 
streets from Florence street to Gilbert 
park was filed. The protest against 
curbing on Ballard street was filed and 
on motion of Ald. Norton the building of 
the curb between Cross and Forest on 
Ballard was postponed till next year., 

Sidewalk was ordered in front of 710 
Chicago avenue and in front of the Burtis 
place and the Ypsi-Ann property. 

An electric light at the corner of Oak- 
wood avenue and Congress street peti- 
tioned for by A. A. Parsons and others 
was granted. 

All bills were allowed. 

The board of public works were not 
satisfied with the remission of the Penin- 
sular Paper Co.’s water tax for fire pro- 
tection, saying that the company had 
agreed to pay the tax for 20 years and 
asking that the matter be looked into. 
It cost $2000 to put in the mains in order 
to give this fire protection. 

The ordinance compelling citizens to 
connect with sanitary sewers where ac- 
cessible was given its second reading. 

On motion of Ald. Brown the city at- 
torney was asked to frame an ordinance 
forbidding the driving over unprotected 
curbing. : i 

The sidewalk tax of W. B. Saunders 
of Summit street was remitted. 

_ Ald. Max moved that the city attorney 
be instructed to get an injunction pre- 
venting the park commission from 
molesting, selling or destroying the 
buildings on the fair ground park, par- 


| ticularly the grand stand. There was 


some talk as to whether the commission 
have a right to destroy city property. 
The city attorney thought the commis- 
sion ought to do something towards fix- 
ing up the park instead of destroying 
what there is and said the council should 
authorize him to stop the destruction of 
the grand stand by injunction or other 
means, Ald. Beal suggested that the 
mayor appoint a committee of three to 
act with the city attorney in the matter 
but this did not meet favor, and Ald. 


i Max’ motion carried. 


Ald. Max wanted curbing ordered. 
along both sides of North street between 


1 Lincoln and Park; it was ordered. 


If all dyspepsia sufferers knew wha 
Dr. Shoop’s Restorative would do for 
them, Dyspepsia would practically be a 
disease of the past. Dr.Shoop’s Restor- 
ative reaches stomach troubles by its 
direct tonic action upon the inside nerves 
—the true stomach nerves. Stomach 
distress or weakness, fullness bloating, 
belching, etc. Call for the Restorative. 
We recommend and sell Dr. Shoop’s 
Restorative. Frank Smith. 


An Ypsilanti Teacher Honored. 


Miss Serena Belle Chamberlain of 
Boise City, Idaho, a former Normal stu- 
dent and teacher in the public schools of 
Ypsilanti and Grand Rapids, is the re- 
publican candidate for state superintend- 
ent of public instruction in Idaho, and is 
making a lively campaign. She has been 
assistant state superintendent for three 
years and has displayed high adminis- 
trative talent. She was secretary of the 
Woman’s Republican Club of Boise for 
two years. She broke the slate prepared 
by the state machine when she secured 
her nomination and the Idaho Magazine 
speaks in the warmest praise of her intel- 
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For Infants and Children. 


The Kind You Have 
| Always Bought 
Bears the 
Signature 
of 


itt] 


AVegetable Preparation for As- 
Similating the Food andRe¢ula- 
ting the Stomachs and Bowels of 


ll INFANTS “CHILDREN 


Promotes Digestion. Cheerfu- 
ness and Rest.Contains neither 
Opium,Morphine nor Mineral. 
NoT NARCOTIC. 


s 


A perfect Remedy for Constipa- 
tion, Sour Stomach, Diarrhoea 
Worms Convulsions ,Feverish- 
ness and LOSS OF SLEEP. 


Fac Simile Signature of 
NEW YORK. 

‘Ato months old 
ZyDoseEs -35 CENIS 


| Thirty Years 


GASTORIA 


THE CENTAUR COMPANY. NEW YORE CITY. 


_ EXACT COPY. OF WRAPPER, 


DR. FENNER’S 
Kidney 


B a C k a ch e female troubles. 


ALSO PURIFIES THE BLOOD. Cure 


Don’t become discouraged. There is a cure for you. If necessary write Dr. Fenner. 
He has spent a lifetime curing just such cases as yours. All consultations FREE. 


All Diseases of the 
kidneys, bladder, and 
urinary organs. 


rheumatism, backache, 


No Longer Fears Bright’s 


SS m 


lectual equipment, her inspiring moral |. 


influence, her strong mind, her gracious 
womanliness, her tact. and sympathy, and 
her enthusiasm over the prospect of solv- 
ing the vexed educational problems of 
her state. 

State of Ohio, City of Toledo, 

Lucas County. p 


Frank J. Cheney makes oath that he is 
senior partner of the firm of F. J. Cheney 
& Co., doing business in the city of Tole- 


‘do, County and State aforesaid, and that 


said firm will pay the sum of One Hun- 
dred Dollars for each and every case of 
Catarrh that cannot be cured by the use 
of Hall’s Catarrh Cure. 
FRANK J, CHENEY. 

Sworn to before me and subscribed in 
my presence, this 6th day of December, 
A. D. 1886. A. W. GLEASON. 

(Seal) Notary Public. 


Hall’s Catarrh Cure is taken internally, 
and acts directly on the blood and muc- 
ous surfaces at. the system. Send for 
testimonials free. | 

F. J. CHENEY & Co., Toledo, O.. 

Sold byDruggists. Price, 75c per bottle. 

TakeHall’s Family Pillsforconstipation 


I. 0. 0. F. of Michigan Grand Lodge 
& Rebekah Assembly, Ludington, 
Michigan, October 16-18, 1906 

For the above occasion the Michigan 
Central will sell round trip tickets at 
greatly reduced rates, Call or phone 
9397 E.E. Mowrer, Ticket Agent. 


=- Disease or Rheumatism. 


“After having taken other so- 
called cures without any relief I 
commenced taking Dr. Fenner’s 
Kidney and Backache Cure.. I took 
4 bottles and I am glad. to pro- 
claim I am a well man. | 

“No more aches or pains, no 
fear of Bright’s Disease or 
Rheumatism, both of which have 
SH | troubled me for years, and I can 
RIN give all the praise to Dr. Fenner. 
Jas. P. Smith.” 
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Sold by Druggists, 50c. and $1. Get Cook Book and Treatise on 
the Kidneys—FREE. M. M. Fenner, M. D., Fredonia, N. Y. 


FOR SALE BY FRANK SMITH 


eed 


SCHOOL BOOKS! 


Everything in the line of School Sup- 
plies, including many good secondhand 
books. Bring your orders for these to 


i 


„FRANK SMITH.. 


r E TR. See this wagon -before 
, EN NTN =y | 
L AY you buy. We fully war- 


made Work at our Salesroom in the Curtis Block | 
S will be there to show you our work 


OUR OWN MAKE 


f 
h 


ip i 
i | 9 
me 


rant it. The best $40.00 
wagon on the market. 


340 


skilled mechanics- 
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WORKS 


For Over 


-Also catarrh, heart — 
disease, gravel, dropsy, 


Muncie, Ind., March 15, 19038. 
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deep into the gloom of the 
Perhaps there.-she ‘saw the little“ men 


im elose. 
Sky, dark as with the 


| Lavender 
iCreighton’s| 
Lovers 


| By OLIVIA B. STROHM | 


(Copyright, 1905, by Olivia B. Strohm). 
CHAPTER XIX.—ContTinven. 


After another pause she added: “He 
will take up the land, he said, and ‘he 
ought, to have that. next to ours;:'I 
know ‘it, too, is ‘rich. He ought’ to haye 
ithe is a good man.’ 

. Then witha shuddering lebolisctibn, 
she tontinned:. “He saved me, Janie; 
kaved me from the. cruel snake. Hiss, 
wiss, it said, and was going to bite. 
Then | he: came—hé carrie a big stick, 
down-own, and the snake was dead 
—it was dead, Jane; See? Herkilled xt 
so I could come home to my Janie. Do 
you understand? Ba 3 

‘She had risen, and with voice ond 


gesture tried to make her meaning 
- Plain. ‘ 
‘The other listened, her awed, un- 


@anmny gaze watching every movement, 


every expression. Sue felt that she un- 
derstood. 

“So, you see, Janey, dear, I’d like to 
help ħim—to tell him of the land next 
ours, so’ he would: be rich; He de- 


_ serves it, but—my promise to dad, my 


sworn promise to let nobody know— 
mobody.’”’ She finished with a mourn- 
fel shake of. the head, ; and resumed 
er seat. 

On” Jane’s face was a Petar of 
cuening and delizht. Her syes, usually 


-wide e open in a vacant stare, were <on- 


tracted as with a secret design in 
whieh the doltish spirit found great 
BEE, i She mumbled a few words to 
which Sue paid no heed. Her mind 
and. heart were» intent “upoñ other 
thingsy and she sat dn dréamy ‘silence 
antik tired out, she “dropped asleep. 
And the elfin girl kept watch. beside 
her until long into the night, peering 
woods. 


im green at ‘midnight revel with the 
fairies; perhaps she heard their music, 


ay water’s run, as they danced. by the 


ight of the firefly lanterns. 


CHAPTER x. 
A warm afternoon was drawing to 
Clouds banked the western 
smoke of bat- 
wle, while from their crimson lining 
bristled spears of gold. 3 

An the river a skiff shot between 
xuifies of foam. Two men sat in the 
toat; one dark as the water he cleft 
with feathered oar, the other’s pale 
profile sharply outlined against the 
binds beyond. Over one shoulder 
was flung a cape which the wearer 
adjusted from time to time as though 
its weight were a burden. But his 
manner was alert, eager, and he 
seanned the shore with earnest eyes. 
“Se this is the place; Owatoga,” he 
said, and scarcely waited for the keel 
fa strape the sand before “his foot 
touehed: shore. : 

When « Wi iiclow and hig dade came 
än sight of the cabin, it appeared de- 
serted;- only ` a thin curl of smoke 
beckoned invitingly,and the weather 
wane bobbed a’ welcome. ; 

At last a familiar figure came from 
‘back: of the cabin. “America!” and 
Winslow darted forward without hesi- 
tation... The old woman’s eyes in the 
uncertain light glittered like those of 
a cat; then, recognizing. him,, she 
smiled, and there .was unctuous de-- 
light in her hearty: “You—Mars Wins- 
low? Fo’ Gawd’s sake!” 

Wie shook her hand, and the long,, 
Gamp fingers responded with the un- 
eertain hold of one 1a accustomed to 
the action. Mt 

“¥ ‘spicioned I heern. the. coe 
arrunel: my years is sharp yit. Tse 
tur’ble glad to see yo’, Mars Winslow. 
i kin’ o’ feared yo’ might o’ disrémem- 
bered us all by dis time, > 

Ske had gone: for ward to meet them, 
and as they reached the house: “Les 
be right still,’ she cautioned; “ ’cause 
xnissy done fell to sleep. ‘Sposin’ we 
get out hyar awhile,” and she brought 
«hairs under the tiny framework over 
the door, from which a honeysuckle 
vine flung ample shade. 

“Bye folks is all gone off somewuars, 
Wars Creighton, an’ de young man 
tauk’n went to town to do some tradin’. 
Missy Lavvy jes’ toted off to get some 
fresh a’r. She’ll be back immejit.” 

Thus the old negress rambled on, 
Sneinding even Owatoga in this gra- 
«ious reception. 

Winsiow spoke little, fearing to 
break the spell which held him in en- 
chamtment all the more alluring, that 
he knew it could not last. Silently he 
drank in the delicious languor of a 
young, midsummer night. A breeze 
blew from the river, heavy with the 
perfume of blossoming locust trees, 
where birds scolded and chaifed in 


wide-awake.. preparation. for slumber. 
Clear, close, comforting hung the 


sky, Where the bold stars came early 
out, though light yet glowed in’: the 
wake of the sun. It soothed Winslow 
‘tio think, that this was her homethis 
sweetness of summer, of bird and tree 
and biossom. It was all hers, and she 
the fairy princess of this enchanted 
woot. T a E RE 

And so, indeed, she seemed. when 
from the copse beyond she«came, her 
“led with a pungentrweed that 
gave firth a spicy ‘aromati ‘odor. Of 
slender, ethereél“befuty, * it her light 
maslin dress a the. datk trees, 
She so ved like a w ill-6’-the wisp, and 


A Yt af 
REMS 


Winslow had wished she might longer 
Bover r ‘e—the real woman of flesh 
and bleed had power» to “wound, to 
ETR a ee rather would he sit thus. 


and gaze upon this sprite, this lady of 
che green. os 
America’s homely 
ealed hiin. 
Wes sot dat stuff- tò- keep off de 
oizcpeters! Land knows we need it! 
Starry. up, Miss Lavy,” . comp’ny’s 


ome” 

J&eithe girl quickened her pace and 
estera the clearitig, Owatoga ad- 
‘wemeed to meet her, with stately na- 
tire fee i la of her sweet re- 
SPIRAL 

sand then—she Stand ‘and lecked 
yeast the Indian with swift foreknowl- 
edge of whom she should see; of to 
wrom belonged the lithe and supple 


exclamation re- 


frame which now rose awaiting her 


coming. A curious quiver passed over 
her, and she stood still a moment, her 
hand in that of the tawny giant, puz- 
zled, frightened. For her heart was 
clamoring out its pleasure in frantic 
beats, and she was helpless to strive 
against the joy of seeing Winslow alive 
and safe. His simple presence was g 
pleasure too keen to be kept down by 
sober judgment. Her heart was glad; 
glad to its center, and to this gladness 
she was helplessly abandoned. “You 
have given us a delightful surprise,” 
she said, holding out her hand in the 
old trusting way he remembered so 
well. 

And in the ale way : she talked, and 
with the old charm. Of her mother— 
of their new home, and, then of the in- 
cidents and acquaintances of the voy- 
age together. | 

By and by America announced sup- 
per, and led the way to the kitchen. 
Here—by the light of sputtering can- 
dles—the lonely meal was spread, since 
the main living room was now the 
chamber of sickness. Owatoga’s mass- 
ive frame filled the doorway of the 
little lean-to, his buzzard plume sweep- 
ing the” Notte SPR two at opposite 
sides of ,the table’ were’ ‘waited upon by 
America; happy, Joquacious; ‘proud of 
her corn-stalk molassés and salt-risin’ 
bread. . And -Winslow praised © her 
bonny-clabber, he. declared her bread 
delicious, and said’ no king could wish 
a finer banquet. : And, indeed; he 
spoke true—were they not breaking 
bread- together, he and his queen? 
Was she not now smiling at him, only 


la table length away?—her dear hands 


“Well, ef I aif’ plum glad: 


ness... e 
conseiously*brokenm the 
thrust the present into the thoughts 


spect. and confidence andi trust, 


pouring his tea, her eyes, with the 


iris purple gray, looking into his? 
When the meal was over, the doctor 
called, and finding his patient in rest- 
ful sleep, joined the others in the ar- 
bor. “This is one of the advancages of 
my combined professions, ” he. said. 
“The herbs and blisters known to 
‘materia medica’ are made more potent 
by the advice and comfort of the Word 


wherein we are told tkat ‘in rest shall 


ye be saved; in vee egy: shall be your 
SETORA a cane FE 

In the conversation ees followed 
the doctor was the leading. spirit, while 
Lavender, relapsed into timid bashful- 
For the reverend man had un- 


' spell; 


had” been 
save 

re- 
And 
this had been. possible, only, under the 
witchery of night, ‘and of love taken all 
unaware: i But Rev. Ballinger had in- 
troduced a jarring note. 

Before, long, Winslow, hurt by the 
girl’s coolness and silence, started to 
return to the tavern. The river trip 
was without incident, but as he and 
the Indian were trudging along, his 
ear was startled ‘by a cry—not an ar- 
ticulate call, but yet a summons. He 
paused and stood to. listen. Owatoga 
too, heard, and withafew swift steps 
came forward close to Winslow’s side. 
Together they waited a repetition o. 
the peculiar sound. 

Noliving thing wasinsight. Near them 
was a tree, its bare trunk concealed 
by an apron of wild grapevine. From 
the branches of: this a small head 
peered forth, and then the figure of a 
girl advanced with sidewise, hesitating 
step. Her outline and: features were 
but. half revealed in this aark place, 
but Winslow recognized the stunted 
shape of the girl he had seen on the 
porch of the branch-water cabin. Cau- 
tioning the. Indian that ‘he ‘might not 
frighten: her, Winslow walked for- 

ward; Sy ` 

She made no response, but Whon he 


of these two whése hour 
happy. because forgetful of. all | 
their “mutual past—the past of 


was very neat, she grasped his sleeve,.and |. 


pulled | Av his, ari, , making “signs. for: 
him to’ follow. vd 

“Let us go,” said Winslow, and Owa- 
toga followed, while. the, oiher suffered 
her to lead him. ° 

Going ‘gsidé*from the main road, the 
strange guide turned into a by- D 
Damp? tdagtedi weeds ‘obsthicted) 


way, and: their: feet. sank deep in bang 


moss. and ferns, 

She pushed.on to where, before ieee. 
in a little clearing, was the hut, her. 
home, which they had. . approached 
from. the roar -= -, : | | 

At the end of ‘the ragged hedge she 
stopped; and in the..effort of: the weak 
mind to convey its meaning, the face 
wore a look of malignant cunning. 
She pointed to . where. earth, newly 
turned, lay. in»an.umber heap beside: 
an opening—was it. a grave? 

Winslow’s blood ran slower as he 
watched the girl stoop quickly over 
and pick up something. This she 
thrust into his hand, while with her 
own she pointed to the ground. 

But he breathed easier when he saw 
that what shevhad given him was no 
grewsome relic—merely a lump -of 
something hard and black w 

Then light dawned aa him, and he 
began an examination of the place, 
while the girl stood by with a silly 
grin of satisfaction. ies. cat: 

Winslow questioned her closely, get- 
ting no reply, only the oft-repeated 
words: “For you—all for you.” 

To uwatoga he said: “Do you sup- 
pose that she means that-i-can-make 


this land mine?” 


The other grunted acquiescence. 
“Tomahawk?’: he said. promptly, and 
the girl uttered a loud laugh as he 
took up his tomahawk and strode to 
the nearest tree: 

But Winslow stoppen him. 


We wii 
see; there is time,” Bt 


Some moments he gazed. ae stracted- | 


ly, about. The scéne was weird, pic- 

uresque; the dark- wood, with its 
yawning cleft, at his feet into which 
a little. night Ww ‘ind seattered some. dead 
leaves, land against the ghostly đark- 
ne 26S the dim outlines of his ‘two com» 
panions savage and simple- alike, 
watching hia in silence. 


At lest he‘ said, imp saalven es the 
esiri: (Thank-you; tanh you very 
much. , Don’t, tell an yhouy else, will 
POU??? 


She nodded with the look ofa dum 
sybil, anå backed slowly to the house. 


Elated with a new hope, his. mind + 


teeming with plans, Winslow: retraced 
his steps, followed by the impassive 
Indian. 
“<The latter. swung his tomahawk 
loosely in his hand, as if with designs 
on every tree. 


CHAPTER XXI. 

There was dearth of amusement in. 
the hamlet, and all opportunities for 
jovial intercourse were eagerly sought 
by the gregarious pioneers. Upon this 
fact the astute parson of that day de- 
pended for the success of his minis- 


had t 


listened to Gonzaga’s whispered chid- 
ing of. her, inattention. 


| manner less constrained | than 


a favorite in the community, where his 


t eontrary, was ‘by most of the Stl 


and .secluded by the illness 


|.What this Winslow. is, 


—— 


try. -He who ignored: this, making his 
church a place for pious worship alone, 
suffered ridicule at first, and then 
neglect—ending in exile to fresh 
fields. 

But Rev. Ballinger made no sv h 
mistake. To his pious lore was added 
a goodly stock of worldly wisdom, and 
there was permitted in bis church 
many a meeting of which religious ob- 
servance formed the minor part. Some 
of the stricter brethren objected, de- 
claring that the levity before and after 
service was the seal of compact 
Satan. 
were few, and their combined efforts 
had not sufficed to keep the wolf from 
the door of Rev. Luke’s predecessor. 


Taat godly man kept, therefore, his | 
“own. counsel, replying mildly: to all ar- 


guments: 


with | 
But these dissenting spirits | 


— 


SENDS TAFT TO INVESTIGATE 


STATUS OF AFFAIRS IN CUBA 


President Dispatches Secretary of War 
to Ascertain Conditions in the Island 
and Land Men if Necessary to 
Protect Americans, 


be 


Oyster Bay; N. Y., Sept. 15. —Presi- | Roosevelt, who has been keeping his” 


“I have a greater authority | dent Roosevelt Friday night addressed 


than my own regarding the conduct of | to the.Guban people what penghiahily 


one in Rome; the rule applies to St. 
Charles—so far as the grace of Heaven: 
permits me to see it.” 

So the queer method of evangeliza- 
tion proceeded, and if result were 
proof, the new Gospel teacher ‘néeded 
no further justification. 

The frolic on this 
called a ‘“jug-breaking’—when tiny 
jugs, into which contributions toward. 
the church fund had been put, were 
opened with noisy pranks and home- 
ly humor. 5 

To the “jug-breaking” came Lav- 
ender with Gonzaga—the latter glad 


of even this rustic entertainment, if 


only he might be near her. All his 
efforts were bent toward a speedy mar- 
riage; for, aside from the lover’s im- 
patience, was his ever-present fear of 
some revelation which would part 
them. He knew that of which Laven- 
der was ignorant--that he had in 
Winslow’s character, obtained her 
mother’s consent, Might not that mis- 
take be explained at any time should 
her mother rally enough for a coher- 
ent talk? And he—the real Winslow 
—might not he find a way to make 
his conduct right in her. eyes? 

Reaching the church, they found a 
large and motley crowd before them. 
It filled the tiny structure; it peeped in 
at door and windows. An unusual 
quiet prevailed, for each was anxious 
to see and hear proof of his neigh- 
bor’s generosity or greed. All were 
in gala mood,-with striking efforts at 
holiday attire. A bright ribbon or 
string of beads added a Sunday charm 
to many a resy damsel—in whose eyes 
a waiting swain was made irresistible 
by a new necktie, or an extra allow- 
ance of bear’s grease upon his short- 
clipped locks. :.: 

The frolic seemed a sort of prelude 
to, the real service. Ballinger was not 
present, but as the meeting broke up 
his horse was seen bringing him down 
the road at a lazy trot. 

Then ensued a short 
after which, with no outward show 
of authority, Rev. Luke quieted the 
hubbub, and again the church was filled 
—this time with a decorous array of 
listeners. 

‘Lavender and her escort joined them 
in time to hear the little preacher 
read the hymn in a voice out of all 
proportion to his size. 

Toward tae close of the service Lav- 
ender caught the attentive gaze of a 
pair of eyes, large, luminous, the blue- 
gray of the iris reflecting the shade of 
the ragged robin on his coat. In 
their depts were love, inquiry, sorrow 
—much that she could -not’ fathom. 
This silent exchange of glances dis- 
turbed the Sabbath calm which had en- 
tered the girl’s heart. Torn by con- 
flicting regret and hope, she’ hardly 
knew when the service was over, or 


intermission, 


After ‘the benediction, Winslow came 
up. to them;. his greeting was easy, his 
hers. 
Few words were passed, however, as 
Winslow was taken aside by one of 
the villagers to discuss some matter 
relative to the school-house-then: build- 
ing. For the new teacher was already 


“book lIarnin’” was forgiven as a 
drawback inseparable from his voca- 
tion, and his elegance of manner tol- 
erated because of a genial friendliness. 
On this occasion Winslow found many 
an honest” hand’ “extended, ;many a 
hearty welcome. The Spaniard, on the 


Charles folk distrusted and disliked.: 
Luck at play had completed what pre- 
judice against his nation: had begun: 
Lavender, too, was..almost. a. stranger 
to.them. Living away from the town; 
of her 
mother, she had been enabled to make 
few acquaintances and no friends. 
Hence it was that both left the church 
together without interruption. 

Slowly they went down, the. road to 
the waiting wagon. 


occasion wasi. 


is an ultimatum. 
He declared that a si atut peac 


| must at once be arranged in the aia 
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At last Gonzaga.found courage to. 


Bayt am, slad we have left that 
man’s polluting’ presence.” 

She looked’ at him in cold. agbo wis hi 
ment. “Those are strong words,” she 
said. 

“Strong words?’” he repeated, hot- 
ly. .“Have you forgotten- who . and 


smile at him, MaA 

ng Ly ‘have. forgotten 
member only too well a you have 
taken pains to show me.’ (in. Ber 
words. was the sting of bitterness ever 
fet toward the bearer of bad news.) | 
“But,” she continued, “i have also a 
memory. of his, services to. me—to. my. 
mother. There is a gratitude due to 
past favors in spite of seeming for- 
feit.” iy AR ; adi 

“You call this ‘seeming forfeit?’ ”’ | 
and from his breast he drew a yellow | 
envelope which he handed her with | 
the.one word: “Read!” ‘Aœ yellow ° ‘en- 
Vvelope he had stolen: from among ` 
packet of Winslow’s papers c carelessly 
| left in the inn parlor, 

She glanced it throug zh rapid] y, then 
without ‘speaking, let her hands ‘drop 


nothing. - 


to her:side, crushie tightly: the yel-:/ 


low page. -Her faee, er eyes: grew 
suddenly dt all and lifeless—gray as the! 


lining of the cottonwood leaves, that | 
$ 


sighed above her head. 

“Forgive me for. thus wounding you,” 
he said, “but now you know why I 
cannot see you waste smiles nor speech 
upon this man!” $ 

[To Be -Cantinued.] 


One of a Few. 

Madge—This: summer heroine you 
just pointed out was in 4 PED ac- 
cident, I presurne. 

Marorie—Gracious, no! That kind of 
a girl is a back number. This one was 
in an auto when the express train hit 
PEAS oe 


that, you, can | | 


I- re- Caban soil at any. time the situation 


| 


| 
| 
| 


‘may arise before peace can be 


or else the 


ity of the Platt amendment. 


This: was its obvious and clear cut 
diplomaticaily ad- 


intent of a letter 
dressed to Senor Quesada, the Cuban 
minister, who is now in Lisbon;. but 
which, the president in the body of the 
letter states, really is intended for the 
Cuban government and the Cuban. 
people. In accordance with this spe- 
cific purpose the president says has 
directed the letier’s “immediate pub- 
lication.” 
Order Must Be Maintained. 

President Roésevelt declares in this 
letter that the present Cuban govern: 
ment, by its own acts and admissions 
has proven itself incapable of main- 
taining order throughout the island. It 
has failed to protect the lives and 
property either of its own citizens or 
forelgn residents of the islands. 
This condition of anarchy, the presi- 
dent insists, must end. The present 
civil war must cease and arrange- 
ments be made for an immediate and 
permanent peace. ; 
Taft Goes to Havana. 
In order that arrangements for such 
pa Da be: made the president is 


American Warship Sent to Key West, Where It Will Be 
in Case of Trouble in Cuba. 


sending Secretary of War Taft aud AS- 
sistant Secretary of State Bacon to 
Havana. It will be their duty to: see 
that the necessary arrangements are 
carried out. ce 

‘To meet any unexpected crisis that 
re- 
stored President Roosevelt has ar- 
ranged for the immediate dispat ch to) 


GEN. JOSE. MIGUEL ‘GOMEZ. 


thank of; six: cruisers ande: 2,000 ma- 

‘rines. Most of them, it is expected, 

“will be “in Havana by Monday or Tues- 

day. ee 
Prepared’ for the Worst. 

Tlie decision to have a force of 2,- 

000 figlting men ready to set foot. on 


demands their presence there illus- 
trates the alarm with which the gov- 
ernment views the. situation in. Cuba. 
It was for the purpose of preparing 
to. meet the worst that President 


Hotel 
Wichita, 
“made to` 
Thursday. 

. the peo bers s dead, and, John Mor- 
gan is unde eee in Hutchinsca, 
sus spected of. ‘pele his aerala. 
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Robbe r Shot, Dead. 
Kan. —An atte? apt 
rob the Hamilton 


was 
hotel 


Standard: Qil Mia nate Dead. 

New York. eax . dispatch jẹ: 
ceived here announces che death of 
Daniel O'Day, the Standard> Oil capi- 
talist, at Rouen, France: Mr. O'Day 
was 62-years old. 

Corbin Favors Canteen. 

Washington.—Lieut. Gen. Henry C. 
Corbin, commanding the northern di- 


vision of the army, in a report to the | 
i damaged Goldberg’s furnishing store 


military secretary, contributes his 
disapproval of the legislative prohibi- 
tion against the sale of beer and light 
wines in the post exchanges. 


LD ee 


Weighs 400, Dies at Age of 75. 

Fairfield, UJl—Michael Croughan, 
aged 75, is dead. He weighed 400 
pounds and spent most of his time sit- 
ting in a chair. made especially for 
him. `` 


United States will inter- 
vene by armed force itnder the awthoy- 


A Fitzpatrick, one Of | 


UNITED STATES CRUISER R DES | MOINES i 


z 
: 
| 
E 
| & 
P 
| 
| 
) 
| 


f 


a $ ry 

v A Sa 
y ns 

A w > “ 

x i ke KA yi 
—* N 

4 koni ER 2. ~ ` Ee 
d 5 Di Laer Ss: Si, Sag Ad 2b 


2 er ee 


{ 


at the univercity, 


hand at the helm iim the Cuban mat- 
ter, called Secretary of W ar Taft from 
his vacation, and summoned Secretary 
of the Navy Bonaparte and, Acting 
eae of State Bacem to’ Oyster 

say for a conference: 
With Hasten Peace. 


| 


- Washington.—The president's: devi- 


Faft and As- 
Bacon to 
although | 


recog- 


sion to send Secretary 
sistant Secretary of State 
Cuba was not unexpected. 
ofticial and diplomatic circles: 
nize in it a move calculated: toi hasten 
the solution of the problem: - 
The real object of Secretary Taft's 
mission to Cuba, of course, cannot be 
explained by anyone in Washington. 
In official circles, however, the: belief 
is expressed that President: Roosevelt 
desires to secure'from absolutely de- 
pendable sources information: thati will 
establish clearly the,fact that Presi- 
dent Palma either does or does: not 
in his administration represent. a! nia- 
jority of Cuban people. 
Duties of Emissaries. 

It is believed.that it. will be for Sèt- 
retary Taft and Acting: Secretary Ba- 
icon to determine. for . themselves 
whether, in their opinion, the best 
interests of the island are repr esented 
by the ré evolutionar y forces or wheth- 
er, in the interest of order and public | 
weal and the future welfare of Cuba, 
the Palma government should be sus- 
tained: Of course, this is’ merely -the 


Held in Readiness 


expression of belief in Washing gton. 
While it is not the purpose of the 
United states government, for the 
present at least, to do anything which 
could actuaHy be construed as _ inter-, 
vening. in Cuba, itis nevertheless, re- 
garded as a fact that the action of 
the government in sending a force of 
marines to Havana will be used by the 
alma partisans to impress the insur- 
sents with the belief that President 
Palma has both the moral and phy s- 
ical support of the United States. 
To Protect American Interests. 
The statement is emphasized by of- 
ficials. here that the landing of ma- 
rines- from United States warships 
will-be merely for the ptirpose of af- 
fording protection: to American lives 
and. property when it’  be?omes ` ap- 
parent, as it did to Commander: Col- 
well of the cruiser Denver, that the 
Cuban. government is unable to af- 
ford the required protection. While 
such admission is. a confession of 
weakness on the part of the Cuban 
government, it wil nevertheless, 
doubtless have the effect at least of 
ceferring an attack upon Havana. 


No Criticism for Colwell. 


There is no disposition to criticise 
tha2 action of Commander Colwell in 
landing a force in Havana. He acted 
under the broad instruction given 
him by the navy department to use 
his best judgment in an emergency. 

The American sailors were landed 
after a consultation with Jacob Sleep- 
er, the United States charge in Ha- 
vana, and President, Palma, who, ac-.: 
cording to Commander Colwell’s. dis- 


patch to the navy department, ex- 


| pressed grave doubts as to the ability 


of the Cuban government to protect 
American interests. 

To Observe Neutrality. 
The entire incident, it 1s: 
out, was in keeping with. the 
dent's determination to preserve strict 


pointed 


presi-, 


: : : * \ ae r 
neutrality, and it is the purpose to do 


no more than protect American inter- 
ests and afford an asylum to officials 
of the Palma government if requested 
to do so, until 
which assembled to-day, 
American intervention. 

It will then be time to meet that 
issue, but for the present the purpose 
of an Ameritan armed force in Cuban 
waters is to afford to American inter- 
ests that degree of safety which the 
Cuban government seems unabie to 
give. 

Intervention is the word at which 
officials in Washington shy. They are 
now willing to discuss any other phase — 
of the Cuban revolution except that. 
What ‘may’ be done as a result of the. 
existing conditions and those. which 
are likely to grow out of the present 
crisis is something they gracefully 
pass up to Oyster Bay for answer and 


asks for 


PRESIDENT P ALMA. 


Ati present, they poimt. owt, 
they“ are simply im the preparations 
being’ made to send men to Cwba,. 
carrying out: the president’s: imstrwe- | 


id e ci stom: 


tions, for the: purpose: of 
American interests; 
Plead for: Intervention. 

‘Letters, telegrams: and! cablegranis | 
are pouring into the: state: department |; 
by the scores asking” that the Unitedi 
States. intervene in Cuba). protect lives: 
and: property, and put am end to the: | 
revolution. Thus far all of these: re- 
quests come from private: individuals; 
those who have large property inter- 
ests in the island chiefly, but so far 
no ‘request fou intrem anion has: come 
from the. repres sentative of any foreign. 
government, despite the faet, as: re- 
ported, that British and Canadian cap- 
italists are largely interested in the 
railroads: which have been: destroyed 
or damaged. | 

The president is being: advisedi of 
these requests, and they are being 
given attention by the state depart- 
ment, but none of the correspondents: 
have been led to believe: by the na- 
ture of the replies sent to: them that 
| it, is the intention of this. government, 
tor the present at least, to` step in and 
manage: Cuba’s affairs. They 
been told’ that this „government. is: 
making every possible effort tm pro 
tect the lives and property of its sub- 
jects. Diplomatically; these: steps: are 
the same as would be, taken im any 
case where American interests were: 
jeopardized in a foreign land’ and the | 
government of that country appeared |. 
to be unable to sive the required pro» ji 
tection. ; 


protecting: 


Prepared to Land Mem. 
‘When these complaints first came to | 
the department Mr. Sleeper was: ad: |, 
vised and direcued to call; tite matter} 


RING: GUERRA, 
Leader of. 
Forces.) 


(Principal. insurrectionist | 


to the attention of the: Cuban govern: | 
ment with the result that the desired | 
protection; be- extended. Now the} 
point has been reached where the} 


Cuban government adinits its inability | 
the] 


to .protect these interests, me 
United States. government ‘itself | 
preparing: to give that oedi. and | 
for that reason is sending a foree of | 
men to Cuba. 
to land if they are neéded.' 


The Cuban legation in this city is E 


without official new s as to the trend of 
events in Havana. The Cuban charge 
in Washington, E T Pardo, 


to receive any advices from his gov 
ernment. He Knew nothing xcept 


way he read in’ the newapapers and | § 


was told by Acting Secretary of Staté 
pee upon wł nom he made several 
calls.. ar , 


e a sao 


“California Town Destroyed. 

Tiburon, Cal., Sept 14.—Fire Thurs- 
day..destroyed the entirebusiness dis- 
trict. Only the utmost eon is, of mem- 
e the Twenty-second United 
States infamtry and Mie siate fire tug 
saved the residence portion. Two hun- 
lred people are peo: 
Colorade Deok Rename Adams. | 

Denvers Alva. Adams,. of. Pueblo, 
was nominated. byra the Democratic | 
state convention for. governor .by. ac- 
clamation. 


Thirty-Two Mules Burned. 
East St. Louis, Ill—Fire destroyed 
the sales stables of James, Bluff Thurs- 
day, incinerating 32... mules; badly | 


and communicated to the St. Clair ho- 


| tel in which were 30 guests. 


a 


Peru Pays Root Honor. 
Lima, Peru.—A festival was held 
and Secretary Root 
was elected an honorary member of 
the institution. In the afternoon Min-. 
ister Dudléy gave a garden party at 
{the American legation. 


| 
| 


| 
| 


| 
| 


Earthquakes ‘in Sicily. 
Palermo.—fFor several days slight 


-earthquake shocks have been felt) here 


and: in several:other parts: of. Sicily: 
At.. Travia several; houses were badly 
damaged, the. inhabitants being pania 
stricken: ; 

EER in are Fire. 

"Ottawa ©Ont.—The - Gilmour hotet 
yn. Bank; street was’ destroyed by fire 
late Friday night. Many of the guéstg 
jumped from.windows, and were- seri- 
ously injured. 

Buying Horses for Cuba. 

Fort Worth, Tex.- 
Cuban government. is here buying 
horses for cavalry mounts and they 
| are being sent: forward at the rate of 
a carload a day. Fhe horses are of 
the pony type and are a cheap grade. 


—oooOooooOoOooe e 


es Visible Supply of Cotton. 

New Orleaus.—Secretary Hester’s 
statement of the world’s visible sup- 
ply of cotton shows a total of 1,751,661 
bales, against 1,741,249 last week. Of 
this.the tota? American cotton is 919,- 
‘G6F against 872,249 laat week. 


was] R 
much perturbed because of his: failure a 


the Cuban congress, 


have | 


They will be prepared | gps 


—An agent of the | IA 


AWFUL PSORIASIS 38 YEARS. 


Terrible Scaly Humor in Patches Alf 
Over the Body—Skin Cracked and 
Bleeding—Cured by Cuticura. 


“I was afflicted with psoriasis for 
thirty-five years. It was in patches 
all over my body. I used three cakes 


of Cuticura Soap, six boxes of Oint- 


ment and`two bottles of Resolvent. 
In thirty days I was completely cured, 
and I think permanently, as it Was: 
about five years ago. The psoriasis: 
first made its appearance in red spots, 
generally forming a circle, leaving its 
the center a spot about the size of 2 
silver dollar of sound flesh. In a short 
time the’ affected ‘circle ‘would foris 
a heavy’ dry scale of'a` white silvery 
appearance and would gradually drop 
off. To remove the entire scales by 
bathing or using oil to soften them 
the flesh would be perfectly raw, and 
a light discharge of bloody substance’ 
would ooze out. That scaly crust 
would form again in twenty-four hours. 
It was worse on my arms and limbs}. 
although it was in spots all over my 
body, also on my scalp. If I let the’ 
scales remain too long without remov- 
ing by bath or otherwise, the skin 
would crack and bleed. I suffered in» 
tense itching, worse at nights after: 
getting warm in bed, or blood warm: 
by exercise, when it would be almost: 
unbearable. W. M. Chidester, Hutch- 
inson, Kan., April 20, 1905.” 


Natural Color of Pure Water. 

It was long ago discoverei that the 
natural color of pure water is blue, 
and not white, as most of us usually 
supposed. Opinions have not agreed 
on the cause of the green and yellow 
tints; these, it has been discovered 
by W. Spring, are due to extraneous 
| substances. Dissolved calcium salts, 
though apparently giving a green tint, 
' due to a fine invisible suspension, 
have no effect on the color of the 
' water when adequate precautions: 
‘are taken. The brown or yellow color’ 
i dwe to iron salts is not seen when cal- 
‘cium is present. The greon tint is: 
‘often due to a condition of equilibrium 
‘between the coler effect of the iron 
| salts: and the precipitating action of 
‘the ¢c¢aleiuna | ‘salts.—Scientific Ameri- 
' cam. 


| widn’t Have Auk Eggs. 

| Prof. Edwin Ray Lancaster, prest- 
dent of the British association, was 
‘busy im his: study one morning recent- 
ity when a country woman sought an 
interview with him. Laying a parcel 
‘on his: desk she said, triumphantly: 
: “There's two- of em.” “Two of what?” 
Said: tie professor. “Two ’awk’s eggs., 
I ’ear they are worth £1,000 pounds 
apiece” The distinguished scientist 
undid: the parcel carefully, looked at 
the eggs and said with a smile. 
“These are not auks: eggs. Those that 
are so valuable are the eggs of the auk 
i—arwk.’” “Oh, hauk,” said the wom- 
an. “Wait till I get ‘old of my son, 
‘’Enery. Fi give ’im wot-oh for send- 
‘ing me: on a wild goose chase.” 


A NERVOUS WRECK — 


Mrs. Greem Gained 2S Pounds and 
Recovered Her Health by Taking 
Dr. Williams’ Pink Pills. 
General debility is.a term that covers 
a multitude ef cases where there is no: 
acute: disease, yet: the patient continues... 
to lose: strength and the doctor’s medi-'. 
cines have: noapparent effect. This is» 
the: decline: that leads to death if means- 
are: not: found: to check it. In a great: 
majority of cases Dr. Willams’ Pink~ 
Pills will cheels it amd restore health and ; 
‘strength because they actually make new 
blood. and so send renewed vitality to. 

every ovgamand tissue of the body. 

i MrS. S. A. Green, whose address is 
: Box 29, R. F. D. No. 4, Franklin, Ga., 
‘says: “For three and a half years i 
‘suffered with weakness and nervous- 
DESS, € complicated with stomach trouble. 

| At. times I was confined to my bed for 
' periods ranging from three weeks to two 
‘months and was under the physician’s 
. care most of the tithe for three years. I 


| do not: know the cause of my trouble but 


: I was prostrated with weakness and, al- 
| though I took æ great deal of medicine, 
‘nothing seemed to give me strength.: “At 
times my stomach hurt me something 
fearful and my head often troubled me. 
I was sleepless and what sleep I did get 
' did not refresh me. 
“« When I began taking Dr. Williams’ 


Pink Pills, I weighed but. 104 pounds. 


g: knew I was so bad that a few doses 
would not cure me and I had patience. 


o| Soon the pills began to give me strength, 


omy blood got in better condition, I could 
sleep wellatnight and help some with the 
housework. Now I weigh 130 poundsand, 
think nothing of walking half a mile.. 
| Dr. Williams’ Pink Pills have done won-. 
ders for me and the neighbors. all know’ 
| this statement is true.” | 

Dr. Williams’ Pink Pills are sold by all; 
druggists, or will be sent by mail, post-- 
paid, on receipt of price, 50 cents per box,, 
six boxes $2.50, by the Dr. Williams Med. 
icine Co:, Schenectady, e pi Saar 


Kemp’s Balsam į 
” Will stop any cough that $ 
J can be stopped by any | 
| medicine and cure coughs 
ò that cannot be cured by any § 
other medicine. 
it is always the best § 
cough cure. You cannot ] 
afford to take chances on 
any other kind. 
KEMP’S BALSAM cures § 
coughs, colds, bronchitis, 


grip, asthma and consump- $ : | 


@ tion in first stages. . 


| THAT'S THE WHEAT 
fi CANADA THIS. YEAR 


N This with es 80,- 

=~ 000,000 bushels of oats 
and 17 000,000 bushels of parley means a con- 
tinuation of good times for the farmers of Wests 
ern Canada. 

Free farms, big crops, low taxes, healthy 
climate, good churches and schools, splendid 
railway service. 

The Canadian Government offers 160 acres of 
land free to every settler willing and able ta 
comply with the aoaie Regulations. 

Advice and information may be obtained free 
from W. D. Scott Superintendent of Immi» 
gration, Ottawa, Canada;or from autherized 
Canadian Government Agents—M. vV. McInnes, 
6 Avenue Theatre Block, Detroit, Michigan ; oF 
C.A. sana Sault Ste, Marie, Michigan, 
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. WRAT BECAME OF OLD GLASSES? 


mw Em T Gor 


Mother's Effort to Check Child’s Curi. 
osity Proves Futile. 

A Boston three-year-old, like Mr. 
Kipling’s elephant’s child is distin- 
guished by her “insatiable curiosity.” 

Bitter and embarrassing experiences 
have led her long-suffering mother to 
recognize this fact. 


‘cranes 
Pie 


Accordingly, when accidents in the 


ran. “The tecs are on the scent. 


“Mr. Septimus Toft, sir,” the letter 


The porter’s wife appeared. 
“A man has gone into the plate room 


If 


= | 
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THE LADY AND THE GOBLET 


einen ee 


By HENRY A, HERING 


Impossible Advice. 
In palling down an old room at 
wane | Bocking, England, workmen came 
DYES color | upon a wine flagon imbedded in the 
more goods, per package, than others, and | brickwork. A page of foolscap dated 
Mrs. Remethe Myers, of 180 South | Chen ae he Seat Ay jetta aes ie eS TOUnN inside the flagon 
Tenth St., Ironton, O., says: “I have} An alarm clock always gets busy | gave details of the building of the 
a a worked hard in my | just when a man doesn’t want to be | chimney of Josiah Reeve, the owner, 
time and have been | bothered. À with tae names of “ye master carpen- 
ter” anA “ye masterbricklayer.” It 


exposed azain anid l , 
iconelided: ‘Josiah Reeve, father of 


FADED TO A SHADOW. There is no task too\ hard for a 


Worn Down by Five Years of Suffer | — — — 
ing from Kidney Complaint. 


= 


Mrs. Winslow's Soothing Syrop. 


QoQ} fox 
again to changes of For children teething, softens the gums, reduces Iie 


weather. It is no 


kitchen and the expectation of guests 
to dine, rendered the purchase of new 
water glasses wecessary, Mrs. === 


you want any further information meet 
me at the Blue Lion Ina at 9:30 to- 


with your husband. I’m sure he is a 
Warn Mr. Jeckell to get full au- 


‘took her daughter into her confidence. 

“Sarah,” she said, “these are new 
lasses. I bought them at Stearns’ 
yesterday ‘afternoon at 4:30 o'clock. 
Robert drove me over to the shop with 
Jim and the runabout. Robert wore 
his ‘butternut’ livery and his brown 
derby. T paid six dollars for the 
glasses, and had them sent. Now you 
know all about them, and I positively 
forbid you to ask a single question 
_ ‘about them ‘when you see them on the 
table.” ; 

Sarah wore a subdued look during 
the process of the meal, and Mrs. 
S was beginning to congratulate 
‘herself upon the effectiveness of her 
lesson, when an eager and interested 
‘expression:came into Sarah's face, and 
she piped in her shrill but engaging 
voce: “Mother, what did you do with 
‘the eld glasses?” 


Hinky Dink and Barrie. 

H. G. Wells of England, the fore- 
cast-novel man and sociologist, met 
‘an interesting person in Chicago and 

in a magazine article tells all about 
‘the experience.. “I made,” he says, 
“the acquaintance of Alderman Ken- 
ma, who is better known I found 
‘throughout the states as ‘Hinky Dink,’ 
$aw his'two saloons and something of 
the Chinese quarters about him. He 
ds-a compact, upright little man, with 
‘fron-gray hair,.a clear blue eye and a 
‘dry manner. He wore a bowler hat 
‘through ‘all ‘our experiences in com- 
‘mon-and ‘kept ‘his hands in his jacket 
‘pockets. ‘He filled me with a ridic» 
ilous iidea, for ‘which I apologize, that, 
‘had ‘it ‘fallen‘to. the lot of J. M. Barrie 


morrow evening. J. Driver.” 


It was 9:45 the next evening when 


Septimus Toft entered the inn. 


“J. Driver’ was a-.dark-haired man, 
His 
voice Was deep and emphatic, and his 


with a bold, clean-shaven chin. 


eye Was piercing. 


“Now to business,” said Mr. Driver. 
“You know my name and I know yours. 
You're in a 
beastly hole and I:aren’t. That’s where 


That’s where we’re equal. 


the difference comes in.” 


“I: don’t understand,” ‘said Mr. Toft. 
“In faci. I haven't ‘the faintest idea 


what you are alluding to.” 


“Well,” said -J. Driver, with a dig in 
the ribs that made Mr. Toft jump. 
“What about government contracts?” 

“What about them?” asked Mr. Toft,! actin’ in collision. 


shrinking from ‘his familiarity. 
“What - about: them?’ echoed 

other. 

did, for which -youve got false 


plunder all ’round ??’., 


Mr. Toft paled at this ‘catalogue ‘of 


his business achievements. 


“Now,” said J. ‘Driver, “I’ve come 
for the loan of a key and one of your 


visitin? cards.” - 


‘the 
“What about: work you never 
re- 
ceipis? What ahout:contracts executed 
with inferior stuff? What about com- 
missions to officials, tins to men, and 


wants.” 
The wife rushed across to the plate 
room and in a minute a- storm ofi 
voices proceeded therefrom. Finally 
the three emerged, two hot and flur- 
ried, and the stranger, looking coo] 
and determined, carrying a bag in one: 
hand and a gold cup in the other. | 
The artist was in front of the door. 
When she saw the man with the bag 
and cup she gave a little gasp of sur- 
prise, and a wave of color overspread 
her face. 
The max seemed equally astonished. | 
“You!” he said at last. 
“They’re both thieves,” whispered | 
Mrs. Jeckell to her husband. 


thief. 
thority before he does what this man | 


“They're 
Vill shout for the] 
perlice while you keep ’em.” And she; 
ran ircm the room. 

‘You are in danger,” said the ‘artist | 
“Put the 


the bag and; 


rapidly in French. cup in. 
your pocket. Give me 
knock the porter down.” 

The man obeyed with the prompti- 


tude of a soldier. 


Leaving Mr. Jeckell 
prostrate on the floor they hurried | 
from the hall. At the street door was | 
Mrs. Jeckell wildly beckoning to a dis- 
tant pcliceman. ie es 

“You go down there,” ‘said ‘the artist. 


wonder my kidneys 
gave out and I went 
all to pieces at last. 
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fammotion, allavs pain, cures wind colic. 25c a bottle, 
yy ella —_ —— — -— 


The rays of happiness, like those 
of light, are colorless when unbroken. 
—Longfellow. 


Six cuildren, leaves this memorandum 
in this place. His wife was Elizabeth 


Houston, of Great St. Helens, London, | 


to whom he was married March 18, 


EFES 


' For five years { was 
fading away and finally so weak that 
for six months I could not: get: out 


| 

| 

Reader, go thou and do like- 
of the house. I was nervous, restless 

| 


Believes in Temperance. 


I would not enter on my list of 
friends the man who needlessly sets 


ay ee é foot upon a worm.—Cowper. j 
and sleepless at night, and lame and RE “I am now 60 ‘years old,” 


teetotaler. 


an bits tha morning: Sometimes Saved Many from Drowning. he said, recently, “and since I have 
everything would whirl and blur be- Five hundred persons saved from | entirely given up wine, ‘spirits and 


fore me. {I bloated so badly I could 
not wear tight clothing, and had to 
put on shoes two sizes larger than 
usual. The urine was disordered and 
passages were dreadfully frequent. I 
rot help from the first box of Doan’s 
Kidney Pills, however, and by the 
time I had taken four boxes the pain 
and bloating was gone. I have been 
in good health ever since.” 


drowning in 48 years was the record 
achievement of Christian Langer, a 
Danish boatman, who has just died 
at Harboe, Jutland, aged 83. 


beer I find I can do as much work, 


physically and mentally, as I could 


do when I was 30, if not more.” 


Mark Noted Houses. 
In pursuance of its policy of mark- 
ing the historic houses of the city, the | 
corporation of Bath has placed a me- 
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morial tablet to Henry Fielding and 
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Sold by all dealers. 50 cents a box. | to his sister’ Sarah upon the wall | DA 
Foster-Milburn Co., Buffalo, N. Y. of the house in which they once lived. N 
EGY) REO Aer ay The unveiling ceremony was per- 


He Wasn’t Wise. 
He—No, Mr. Wyse, I’m afraid I 
must refuse you. You would have no 
consideration for the feelings of my 


formed by Sir Arthur Conan Doyle | 
in the presence of a large attendance, 
Which included Henry Fielding, town 
clerk of Canterbury, a § great-great- | 


mother. | grandson of the novelist. | 
Him—Wihy, what makes you think | PAREN SM les E AE A | 
30? Education in Sweden. 


Her—Why did you hang your hat 
over the keyhole before you proposed 
to me? 


Nowhere else, unless in America, is 
education so universal as in Sweden. 
Every child must go to school be- 
tween the ages of seven and 14, un- 
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Lord Charles Beresford is a stanch | 
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W. L. DOUCLAS 
$3.50 &*3.00 Shoes 


BEST IN THE WORLD 
W.L.Douglas $4 Gilt Edge line <= 
cannotbe equailedatany price / Æ; 


To Shoe Dealers: 
| W._L. Douglas’ Job-. 
-bing House is the most 
complete inthis country 
Send for Catalog 


My 


SHOES FOR EVERYBODY AT ALL PRICES. 
Men’s Shoes, $5 to $1.50. Boys’ Shoear, Xt 
to $1.25. Women’s Shoes, $4.00 to. a ch. 
Misses’ ds Children’s Shoes, $2.25 to $1.00, 

fry W. E, Douglas Women’s, Misses ares 

Children’s shees; for style, fit and werg 

they excel, ather. makes,. 

If I could take: you: into my large 
factories at Brocitton, Mass. and.show 
you how carefully W.E. Douglasshoes 
are made, you would then understand 


why they hoid their shape, fit. better, — 


wear longer, and are af greater value 
than any other make. 

Wherever you live, you can obtain W: ©... 
Douglas shoes, His name and price is stamped 
on the bottom, which protects you against bigrts 
prices and inferior shoes. Take no substie 
tute, Ask your dealer for W. L. Douglasshees 
and insist upon having them. . 

Fast Color Eyelets used; they will not wear brassy. 

Write for Ilustrated Catalog of Fall Styles, , 

W. L. DOUGLAS, Dept. 12, Brockton, Masa, 
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‘to ‘miss a university education and 


‘keep-a‘saloon in Chicago and organize 

‘voters, -he would have looked own 

‘brother ‘to ‘Mr. Kenna.” 
‘How ‘Rhodes and Beit Met. 

‘Mr. ‘Rhodes once told a circle of 
‘friends .after «dinner the story of his 
‘first :meeting with Beit. “I called at 
‘Porges’ late ‘one evening,’ he said, 
“and there was Beit working away as 
usual. ‘Do ‘you never take a rest?’ I 
-asked. ‘Not often,’ he replied. ‘Well, 
what's your game? said I. ‘l am go- 
‘ing to control the whole diamond out- 
‘put before I am much oldcr, he an- 
-swered, as he got off his stool. ‘Thats 
‘funny,’ I said. `I have made up my 
mind to do the same; we had better 
join hands,” Join hands they did. 
‘Unlike Alfred Beit, Cecil Rhodes had 
‘small patience with arithmetical de- 
‘tails. Once this characteristic in- 
volved him in a difficulty. Pitching a 
‘balance sheet into the pile of papers 
before Beit, he exclaimed desperately, 
‘Here, you understand things; for 
heaven’s sake tell me how I stand.” 


Occasionally a man spends a lot of 
time at his club because there’s no 
‘place like home. 


WOMEN’S NEGLECT 
‘SUFFERING THE SURE PENALTY 


‘Health Thus Lost Is Restored by Lydia 
S. Pinkham’s Vegetable Compound. 


“A key?” said Mr. Toft, relieved, 
though much surprised. 

“The key of the plate chest of the 
Fellmongers’ company.” ; 

Mr. Toft raised his eyebrows. 

“Hand me the key.” . 

“1 Cant," 

“You can’t!” said Mr. Driver, rising. 
“At present the admiralty only sus- 
pect. To-morrow they’ know, and 
you'll know, too, Septimus Toft, when 
you get five years without the option of 


“Good-by.” She ran off in the opposite 
direciien, still holding the bag, and j 


dived down a side street. 


The next gathering of the Burglars’ 
club proved the most important in its 
history. 

It was held at Marmaduke Percy’s 
rooms, his grace of Dorchester, the 
president of the year, being in ‘the 
chair. | 


+ The secretary read the minutes, andi 


concluded: “The business of the eve- 


Superb Service, Splendid Scenery 


; €n route to Niagara Falls, Muskoka. 


and Kawartha Lakes, Georgian Bay 
and Temegami Region, St. Lawrence 


River and Rapids, Thousand Islands, 
Algonquin National Park, White Moun- 
tains and Atlantic Sea Coast resorts, 
via Grand Trunk Railway System. 
| Double track ‘Chicago to Montreal and 


Niagara Falls, N. Y. x% 
For copies -of tourist publications 


and descriptive pamphlets -apply to 


ee M 


less the parents can show that they 
are being privately educated. There 
are about twelve thousand common 
schools in Sweden, even the thinly 
populated districts having ‘“ambula- 
tory schools,’ heid in various parts 
of the district. When this is the case 


the school term is reduced to about 
duration.—The 


half the 
Craftsman. 


ordinary 


| 
| 
We wanta live, active and thoroughly experienced 


SALESMEN WANTED. 


nd 


salesman in this locality with sutticient money to 
buy outright his first month's supply of our Sim- 
plicity Low Pressure Hollow Wire Gasos 
line Lights. A utility needed in every store and 
home and fully complying withinsurancerules. To 
such a man we wil) give exclusive sales right and 
guarantee to refund money if goods not sold in 60 
days. Further particulars on request. TheStandard- 
Gillett Light Co., 930 N. Halsted St., Chicago, Iil. 


1 aMicted with! Thompson’s Eye Water 
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a fine.” 


Mr. Toft scarcely heard him. He was 
thinking over the pros and cons of the 
situation as rapidly as his nervous sys- 
tem would allow. He was treasurer of 
Fellmongers’ company, and he 
alone had the key of the plate safe 


the 
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ning is ine payment of an entrance fee 
—the Nelson goblet of the Fellmongers’ 
company—by Robert Legendre Craven, 
fourth baron Horton, a cadet member; 
of the club.” 

Lord Horton entered, bowed, and 
amid general applause placed on ae 
table a richly chased goblet of huma 
gold. A | 
“My lords and gentlemen,” he said, } 
“I thank you. In accordance with | 
the usual custom of your club, 
I will explain how I have _ been 
able to fulfill my appointed duty. 
I received an intimation that the Nel- 
son goblet of the. Fellmongers’ com- 
pany was my entrance fee, and at once} 
took steps to procure it. A list of the' 
company showed me the treasurer and | 
plate-keeper was a Mr. Toft. The di-i 


‘ 7 { 
sp rectory informed me that he was a’ 
bs BA . 


by the agent. This agent was a lady | 


who did not know that she was be- 


Washington, $33.00. 


Oregon and British -Columbia. 


steamship owner and a contractor to; ‘or further information address ii ness and Rest.Contains neither f 
the admiralty: Inquiry there told me’ MAX BASS, Gencral Immigration | Opium, Morphine nor Mineral. 0 
that he was under suspicion of bribery; Agent, 220 So. Clark St., Chicago, 11. Ht NOT NARCOTIC. 

and corruption.. I played on this little | MEE EC oa ne or 

weakness of his, and, if I am not mis-| Shakespeare Was Resentful. | : 

taken, I frightened him into the paths; “Oh, you dear- thing!” she ex- I Paape of Old Dr SAVEL PITCHER 

of virtue for the rest of his days. In| Claimed to Shakespeare, for even in Apah Seed - 

return, he lent me the key of thë plate | those days there were matinee girls, Rochelle Salis ~ 

safe of his company. In broad day-| you're just nice enough to eat.” Gi msa 

light | proceded for my booty. To my “You, too?” cried Shakespeare, in Bi Carbonate Seda 

surprise I found that I was expected. | despair. “Why will everybody con | Canto Sop 

An agent had been placed on the spot! fuse me with Bacon?” | interyreen. Flavor: 

to warn the custodian of the building | Mt ec | 


of my intention. An alarm was raised! |" a Pinch, Use ALLEN’S FOOT-EASE., | 


| ing, nervous feet and ingrowiug nails. ' 


Geo. W. Vaux, A., ‘G. P. & T. A. 135 
Adams St., Chicago. 
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Tolstoy’s Latest Work. 

Count Tolstoy has completed a new 
work entitled: “The Divine Human.” 
The characters depicted include the 
principal revolutionary leaders in Rus- 
sia during the years from 1880 to 


Lie 


For Infants 


rod 


te! $ ; ‘ 
TT an Idren, 


1890. He is already engaged upon 
the work of dealing with current The King You Have 
events in Russia. | 


Low Rates to the Northwest. 

Every day until Oct. 31st the Great 
Northern: Railway will sell one way 
Colonists’ Tickets from Chicago atthe 
following low rates: 

To Seattle, Portland and Western 
Spokane, $30.50. 
&qualiy low rates to Montana, Idaho, 
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1| AVegetable Pre parationfor As- 
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||| Promotes Digestion. Cheerful 
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A perfect Remedy for Constipa- 
tion, Sour Stomach, Diarrhoea 
|| Worms Convulsions ,Feverish- 


A powder. It cures painful, smart- 


! 
lj 


The Man Obeyed with the Promptitude 


of a Soldier.. 


Mr. Toft hesitated no longer. From 


traying an old friend. A minute later 
we were face to face. Instantly: she; 
pierced through my disguise, and by 


It’s the greatest comfort discovery of, 
the age... Makes new’shoes easy. A 
certain cure for sweating feet. 30,000 
testimonials of cures. Sold by all 


|, ness and LOSS OF SLEEP. 
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And gentle applications of Cuti-. 
cura, the great Skin ‘Cure,’ and! 
purest and sweetest of emollients.. 
For summer rashes, irritations, 
itchings, chafings, sunburn, bites. 
and stings of insects, tired, aching 
muscles and joints, as well as for- 
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How many women do you know who 
‘are perfectly well and strong? We 
‘hear every day the same story over and 
“ Ido not feel well; Iam 


-over again, 
-$0 tired all the time!” 


More than likely you speak the same | 
“words yourself, and no doubt you feel 
far from well. Thecause may be easily 
traced to some derangement of the fe- 
male organs which manifests itself in 
depression of spirits, reluctance to go 
anywhere or do anything,.backache,. 
bearing-down pains, flatulency, nerv- 


ousness, sleeplessness, or other fe- 
male weakness. | 


These symptoms are but warnings | 


that there is danger ahead, and unless 
heeded a life of suffering’ or a serious 
operation is the inevitable result. 

The never. failing remedy forall these 
symptoms is Lydia E. Pinkham’s Veg- 
table Compound. Ae . 

Miss Kate McDonald of Woodbridge, 
N. J., writes: 


Dear Mrs. Pinkham: + ig, 

‘t Restored health has méant so much to me 
that I cannot help from telling about it for 
the sake of other suffering women. 

‘Fora long time I-suffered untold agony 
with a female trouble and irregularities, 
which made me a physical wreck. and no one 
thought. I would recover, but Lydia: E+ Pink- 
ham's Vegetable Compound, -has entirely 
cured me, and made me well and. streng, and 
I feel it my duty to tell other suffering women 
what a splendid medicine it is.” 

For twenty-five years Mrs, Pinkham, 
daughter-in-law of Lydia, E. Pinkham, 

has under her direction, and since her 
decease, been advising sick women free 
of charge. Her advice is free and 
always helpful. Address, Lynn, Mass. 


a ea a a 


mon? 


“miss. 
“queting ’all, and they are all windows 
‘on that side. 


‘get kis face right nohow. 
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the frent entrance bell. 


-to Driver. | 
“Now your Visitin’ card.’ 


over. aed 
With this 


Mr. Driver rose 


est interval Mr. Toft followed. 


the doorstep. She‘. was 


She might be 25 years old. 


“It 1s, MISS.: 


i i035 
permission, or where to apply for i+.” 


(pompously, 
“Thank 


“Come inside, please.” 
you,” replied the lady. 


-est to the door of the plate room.” 
“Then it’s a good bit away from it, 
The plate room is off the ban- 


The pictures are oppo- 


site,” said the porter. 
“Dear me,” said the lady. “How 
very stupidly I have been informed. 


Please show me the room.” 
The porter led the way, and threw 


ropen the door with pardonable pride. 


Jeckei], some hours later, to his wife, 


“if she’s a hartist I ought to be presi- 


dent ot the Royal Academy. 
Saw such drawin’ in my life. 


I never 


She must 
be what the papers call an himpres- 
sionist. She spoke twice about the 
plate room, so I’ve wheeled my chair 


“into the ’all to keep my eye on her. 


I'll go back now and see what she’s up 

While Mr. Jeckell was on his way to 
his chair there came another peal from 
A man in a 
derby hat and carrying a hand-bag was 
outside. 

“Mr. Toft has sent me for the Nelson 
goblet,” he. said: 


TOWER m | The porter was surprised. “Got a 
te E, note?” he asked. 
? “The suvn’r gave me this,” said the 
: CLOTHING, i | man, handing a card, “and the key.”. 
$} ismade of the best |) “Come along,” -said the porter, 
D materials in black ot yellow #9 | shortly, | 


J fully guaranteed.and sold by by 


A reliable dealers everywhere i, 
(417 STICKTOTHE © 


room When- the. artist ran from. behind 
her easel into. the outer: hah. jo: 


called out. 


Barely had they: entered the plate 


“Mrs. Jeckell! Mrs. Jeckell!” .she 


one end of his watch chain he detached 
a gold key, which he handed covertly 


Mr. Toft produeed‘one, and handed it 


“Now, Toft, my boy, don’t worry. 
You'll have that key back by Friday, 
and all your spoons’ll be in the box.” 


and 
stalked out of the room: ` After a mod- 


At nine a. m, on the following morn- 
-ing the bell of the Fellmongers’ com- 
pany pealed vigorously. The porter 
t hurried to answer it and found a lady | 
neatly 
dressed and was ‘strikingly handsome. 


oe “Is: this the Fellmongers’ hall?” she 
7 asked. 


“I want to know if you will be good 
enough to allow me to copy a painting 
you have on your walls? I do not know 
necessary to have any written | 

“The hall is open to the public un- 
ider my supervision,” said the porter, 


“The painting I want is the one near- 


“PIL tell you what, Maria,” said Mr, | Blubber Not the Only Valuable Thing 


ga and ‘thes mammoth “skeleton: 
| 
| 


| somewhat similar to those contained 


cape. 
“My next step was to trace the lady. 
I did not know she was in England, but 
being here I concluded that the foreign 
office would have her address. I wasi 
not mistaken. I found my friend. 
“The fame of your club had reached 
me, and the novelty of its membership | 
appealed to me. I felt that its risks: 
would give a pleasing zest to civilian 
life; but I did not count on recent de- 
velopments. Gentlemen, you have 
done me the honor to elect me as a 
member of your club. I have paid my 
subscription, and now I beg to tender! 
my resignation.’ | | 
“No! No!’ resounded an all sides. 
“Wait,” smiled Horton. “Two years 
ago this same lady E have mentioned. 
saved my life in. Russia. I asked her: 
to marry me, and she refused; because 
absurdly enough, she thought it would} 
spoil my career. We did not meet 
again till yesterday. A week ago I was | 
offered the post of British resident at | 
| Kabal. It was a post after my own | 
| heart, but single-handed I should have! 
| failed in it. With this lady as my wife | 
| anything would be possible. Yester- | 
| day I begged her to reconsider her de- | 
| 
| 


— 


| 


t 


| cision, and to help me in my career. I! 
| am proud to say that she consented, | 
| We are to be married to-morrow. Be-| 
cues bachelors alone are eligible xg) 
members of your club 1 am forced to) 
tender my ` resignation. Gentlemen, | 
good evening.” | 
| Thus did Lord Horton leave the' 
| Burgiars’ club for married life, happi- | 
hess, and his brilliant after- career. | 


(Copyright, 1906, by Joseph B. Bowles.) 
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| OCEAN GIANT HAS MANY: USES. 
| ee NEA 


Taken from Whale. | 
| 


We are only just beginning to rec-)! 


She can’t | ognize the great value to mankind of 
z whale. 


Prof. Muller, who has! 
spent several years on and near the 
Canadian coast, has found a means of | 
extracting the milk of the whale, and | 
analysis of this shows it to be quite! 
as nutritious as ordinary cow’s milk. f 
It contains, at the same time, addi-| 


tional valuable medicinal properties 
in cod liver oil and it is distinctly | 
pleasant to taste. | 

The professor has also had various į 
inner skins of the whale scientifically | 
tanned by a new. process, with the | 
result that he can supply an excellent : 
leather in a single piece, measuring | 
300 feet long. by 3% feet: bread. Such | 
dimensions -have never been possible | 
before. | 
The flesh, has ‘been subjected: to an 
treatment which makes’ it quite: edi-.| 
| ig}! 
ground to bone powder, pmaking! yt" 


splendid fertilizer, while the gristle | 


.| and cartilage are converted into gize. | 


her presence of mind alone did I es- druggists, 25c. 
7 | Address A. S. Olmsted, Le Roy, N. YV- | 


Although the ‘statesman blandly fair 


His. arguments boiled down with care 


grance is to the fruit.—A. Poincelot. He si id ip aia OMAR emo eek ie OME ay Lo RR Rica hie 
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Thirty Years 
And almost. unselfish seems to be, 


Are .generally: “Vote for me.” 


Delicacy is to the mind what fra- 
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as with joyous hearts and smiling faces they romp and play—-when in health—and 
how conducive to health the games in which they indulge, the outdoor life they 
enjoy, the cleanly, regular habits they should be taught to form and the wholesome 


diet of which they should partake. How tenderly their health should be nreserved, 


not by constant medication, but by careful avoidance of every medicine of an injuri- 
ous or objectionable nature, and if at any time a remedial agent is required, to assist 
nature, only those of known excellence should be used; remedies which are pure 
and wholesome and truly beneficial in effect, like the pleasant laxative remedy 
Syrup of Figs, manufactured by the California Fig Syrup Co. Syrup of Figs has 
come into general favor in many millions of well informed families, whose estimate 
of its quality and excellence is based upon personal knowledge and use. 

Syrup of Figs has also met with the approval of physicians generally, because 
they know it is wholesome, simple and gentle in its action. We inform all reputa- 


~~ 


preserving, purifying, and beau- 
tifying the skin, scalp, hair, and 
hands, Cuticura Soap and Cuticura 


Ointment are Priceless. 


Potter Drug & Chem. Corp., Sole Props., Bosten.. 
87 Mailed Free, “How to Care for Skin, Scalp, & Brie” 
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From St. Louis and Kansas 


via M., K. & T. R’y 


To Dallas, Ft. Worth, Waco, 
Houston, Galveston, San 
_Antonio, Corpus Christi, 
Brownsville, Laredo, and in- 
termediate points, 


To El Paso and intermediate 
points . ‘ . . $26.50 
To Indian Territory, Okla- 
homa, and Northern Texas 
` points, one fare plus $2.00, 
but no rate higher than . $20 
Correspondingly low rates from all points = 


From Chicago, $25.00; St. Faul, $27.50; 
Omaha and Council Bluffs, $22.50. » 


Tickets on sale only on 


September 18th and. 
October 2nd and 16th 


good thirty (30) days from date of sale, with: 


liberal stop-over privileges in both direc» 
tions. 


Write for literature and full particulars. 


W S. ST. GEORGE 
General Passenger Agent, M., K & T. Ry 
Wainwright Building St. Louis, Ma 
GEO. W. SMITH, 316 Marquette Bldg., Chicago, Ebb 


City 
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ble physicians as to the medicinal principles of Syrup of Figs, obtained, by an 
Original method, from certain plants known to them to act most beneficially and 
Dresented in an agreeable syrup in which the wholesome Californian blue figs are | 
used to promote the pleasant taste; therefore it is not a secret remedy and hence 
we are free to refer to all well informed physicians, who do not approve of patent 
medicines and never favor indiscriminate self-medication. 

_ Please to remember and teach your children also that the genuine Syrup of Figs 
always has the full name of the Company— California Fig Syrup Co,—plainly 
printed on the front of every package and that it is for sale in bottles of one size 
only. If any dealer offers any other: than the regular Fifty cent size, or having 
printed thereon the name of any other company, do not accept it. If you fail to get 
the genuine you will not get its beneficial effects. Every family should always have 
a bottle on hand, as it is equally beneficial for. the parents and the children 
whenever a laxative remedy is required. : eek na ei Shes a Maa ae aN Oy 
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VIRGINIA FARMS 2,205)0@ acres, at $4 acre np. 
stamps. Southern Timber & Land Cu., , Ine, , Petersburg, Yao. 
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RE ADERS of this paper da- 

<4 siring to buy any- 
i - thing advertised in 
its columns should insist upon having 


what they ask for, refusing all substi- 
tutes or imitations. 


js R ; 
ISLA DUE 5: 
Prugeist forvy 


vars experience. Sena ~-cent:stamp and ACaress,. 
/ 20) BREE O. SPECIA LTY Co., Birmingham, Mich, 
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bake | a Wear 


not tear the hair—brushes that are 


strong and serviceable, shapely and 
beautiful—take up quite a bit of our 


showcase and drawer room. Many 
forms and sizes (“Military” or single) | 


many prices. And not hair brushes 
only—tooth brushes, nail brushes, 
flesh brushes, too. Brush up on 
brushes. 


SMITH BROS. 
CITY DRUG STORE 


103 Congress Street. 


Right Up to Da 


Our shelves are loaded down 


with the latest patterns in 
Footwear 


If you want an easy, durable, 
and stylish shoe, apply at 
our store, 


DIM CONGRESS SI. 


Agents for the famous Allen’s 
Kushion Komfort Shoe 


$3.50 forwomen $4.00 for men 


E. E. TRIM 


‘When a woman sees a piece 
of dress goods that she likes she 
will readily pay more for it than 
take a cheaper: piece. That is 
why many women are ordering 


“RICHELIEU” 


Canned Goods 


every day. They are not so 
very much higher in price than 
other goods, either—only bet- 


‘@ ter in quality. 


Richelieu Corn, - 15c 
Richelieu Peas, - 20c 
Richelieu Beets, - 18c 
Richelieu Spinach, 20c 


Richelieu Succotash, 15c 
Richelieu LimaBeans 15c 


Davis & Co.. 


On the Corner 
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Something Better 
“SHOW ME,” YOU SAY? 
THAT'S RIGHT, WE'LL DO IT 


We have a demonstrator here 
Monday, Sept. 24, to Show You that 
the Laurel Ranges are something 
Different and something Better. 

Come in and you will learn some 
useful things about using stoves even 
if you do not want to buy. 


imad A, Carmenen 


124 Congress St. 
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Established January 1, 1880 
W. M. Ospanp, Editor and Proprietor 


THE YPSILANTIAN is published each Thursday 
afternoon, from the office, Savings Bank Building, 
entrance from Congress street. 

TERMS OF SUBSCRIPTION: 
Payable in Advance. 
Family Edition, eight pages—Per year, $1.50. 
Local Edition, four pages—Per year, $1.00. 


Advertising rates reasonable, and nade known 
on application. 


BOOK AND JOB PRINTING 


Of all descriptions executed in the neatest style, 
promptly, and at reasonable prices. Our facilities 

are excellent, and our workmen superior. A large 
and varied stock of Papers and Cards always on 
hand. Estimates upon any kind of printing upon 


application. 
Address THE YPSILANTIAN, 
Ypsilanti, Mich. 


FRIENDS OF THE YPSILANTIAN WHO HAVE BUSI- 
NESS AT THE PROBATE COURT, WILE PLEASE RE- 
QUEST JUDGE LELAND TO SEND THEIR PRINTING 
TO THIS OFFICE 


YPSILANTI, SEPT. 20, 1906 


The Forest Avenue Bridge. 

The mason work on the Forest avenue 
bridge is approaching completion and is 
well worth looking at. The back walls and 
wing abutments are completed and the 


| north center pier, all that is left to do is 


the south center pier, the putting in of 
the thirteen new I-beams that will extend 
the entire width of the bridge between the 
present beams, and the laying of the 
concrete floor. Jones & Rogers, the 
Cleveland contractors who are doing the 
work, have done a very thorough and 
handsome job, and the bridge will be a 
substantial and creditable structure when 
done. The cost will approximate $5000, 
probably, as everything has been carried 
out in a workmanlike and enduring man- 
ner. Work began early in July and the 
contractors had a hard time to get labor. 
Men were secured from Detroit and 
their fare and lodging paid, but they 
never showed up, and local help has 
been uncertain. Most of the time of late 
they have had 20 to 25 men on the pay 
roll, however, and recently the work has 
been progressing finely, so that they hope 
to finish Oct. 10 or 15. They have been 
at work seven weeks. The old wing 
abutments were blasted off down to 


| where they were firm, and then the new 


abutments were built out five feet beyond 
the old and a double wall built up with 
a “batter” or slant of three feet. Each 
of the four wing abutments and center 
piers rests on piles driven into hard pan, 
a cofferdam having been built to shut 
out the water, so that the work could go 
on at the hard pan level. The ground 
was tested till they were sure they had 
reached hard pan before the piles were 
driven. The four wing walls have a 
solid and re-assuring appearance. The 
back walls at each end.are entirely new, 


-Jand are also built on piles, and all the 


concrete structures rest on a concrete 
base much wider than themselves. The 
back wall is 3 feet, 6 inches wide at the 
base and 2 feet at the top. It gives a 
clearance of three inches for the girders 
when fully expanded, so that there is no 
danger of the girders’ breaking the wall. 
All the lines are true, and Messrs. Jones 
and Rogers are certainly excellent men 
for such a job. The concrete used by 
the contractors is of far better quality 
than that used last year. The north 
center pier which has just been complet- 
ed is as pretty a piece of engineering as 
one will see in many a day, and is in 
strong contrast to the round pitching 
tubs that the former center piers resem- 
bled. It was built around the old pier as 
a core. The new pier rests upon a base 
21 by 1534 feet in size and three feet 
thick, of solid concrete resting upon 


fourteen piles driven into hard pan. The- 


pier itself is 12 feet square at the base, 


slanting to 9 feet at the top, its massive. 


structure securing absolute freedom from 
jar as well as being a delight to the eye. 
As an example of rapid yet careful work, 
the concrete in this great pier was laid 
in twenty-six hours. The old circular 
pier was only 5% feet wide and had no 
slant except that it was all out of plumb, 
so that the new one will be much more 
satisfactory and less liable to feel the 
results of weather and flood. An ingen- 
ious arrangement will prevent any des- 
truction ot the pier from floating ice or 
heavy spring currents. A nose of solid 


concrete is pointed north from the north 
center pier 6 feet, ọ inches long, project- 
‘|ing this distance out from the pier to 


Laurel Steel Ranges 


which it is attached, and of a height suf- 
ficient to throw off all obstructions and 
render the pier secure. This nose makes 
the base of this pier 18 feet, 9 inches 
thick. The contractors have also wid- 
ened the roadway approach to the bridge 
several feet by filling in along the bank 
with the old concrete, thus relieving the 
strain on the wing walls. 


Alward—Mount. 


Miss Florence Gertrude Mount and 
Ben Ray Alward of Camden were mar- 
ried at the home of the bride Saturday 
noon by Rev. G. L. Mount, the bride’s 
father. The maid of honor was Miss 
Inez Fuller of Albion and the best man, 
Bliss Alward of Camden. Miss Edith 
Hamilton of Kalamazoo played the wed- 
ding march. The ceremony took place 
under a bell of white asters and in front 
of a bank of ferns and goldenrod. The 
bride wore cream chiffon silk and her 
flowers were white carnations. Miss 
Fuller’s gown was of flowered organdie 
and she carried pink and white carna- 
tions. After an elaborate wedding 
breakfast Mr. and Mrs. Alward left for a 


tour of the Pacific coast, but their home 


will be in Camden where the groom is a 
banker and manufacturer. The bride 
graduated from the Albion College con- 
servatory and has studied at the Normal 
College. 

Among the guests from out of town 
were John T. Mount and family of Val- 
parasio, Ind.; Mr. and Mrs. W. E. Hill 
of Findlay, O.; Miss Jennie Mount and 
Mrs. H. A. Bishop, Jackson; Mrs, E. Al- 
ward and Misses Leila and Carrie Al- 
ward, Camden; Prof. Hubert Cornish of 
Saginaw and James Rector and family of 
Adrian. 


Lax-ets 
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An Impressive Dedication. 


The dedication of the Daniel Lace 
Quirk building Sunday afternoon in 
Highland Cemetery was’ attended by 
several hundred people and wasa simple 
and impressive service. The exercises 
were held near Starkweather chapel and 
President Charles E. King of the ceme- 
tery association presided. | 

The exercises opened with a quartet, 
“O God, our Help in Ages Past,” rend- 
ered by Messrs. Showers, Ellsworth, 
Daley and McCarthy, under the direc- 
‘tion of Prof. F. H. Pease. Rev. William 
Gardam read Psalms 121 and 145 and 
offered prayer. Prof. E.A.Strong made 
a felicitous dedicatory address saying 
that these exercises were the culmina- 
tion of a kind thought long cherished by 
Mr. Quirk of giving to the people of 
Ypsilanti this useful and necessary struc- 
ture, for which they have waited long 
and for which they are most grateful to 
the citizen whose gracious act adds to 
our civic pride. The building is perfect 


in its adaptation to its purpose and its | 


equipments are admirable, it is in excel- 


lent taste, simple and dignified and as a’ 


work of solid masonry it 1s unsurpassed. 
Just now the new thought is that a ceme- 
tery should be planned with reference to 
its general beauty and unity of design 
rather than by personal taste of each lot 
owner, and this model building is a bene- 
fit to every one who has an interest in 
the cemetery. The whole management 
of the cemetery is in line with the policy 
of eliminating the personal and the ex- 
travagant, which is generally approved. 
The spirit of beauty and repose rests 
upon these sacred grounds and the 
enduring monument to good taste that 


is dedicated to-day contributes much 


toward this end. 

Mr. D. L. Quirk himself presented the 
keys of the building to President King 
who responded fittingly with a personal 
tribute to Mr. Quirk on behalf of the 
board. The quartet sang “America” and 
Secretary E. D. Holmes of the associa- 
tion read the address of thanks adopted 
by the board. The Doxology was sung 
by the congregation and Rev. Eugene 
Allen pronounced the benediction. 

The building is of chaste and imposing 


design of gray sandstone with a gothic 


entry. The entrance gates are of oxi- 
dized brass, the doors of copper and the 
twenty-four crypts of the interior are of 
marble with bronze fittings. Every de- 
tail is of the best material and workman- 
ship. | 


An Encouraging Year’s Work. 


The last quarterly meeting of the M. 
E. church was held Thursday evening, 
Rev. Dr. Dawe presiding. Treasurer 
Lockwood reported the church $100 
ahead on current expenses and the debt 
all subscribed but $200. He was con- 
gratulated on his good work. Mrs. Guy 
E. Davis reported that the Ladies’ Aid 
society now numbers 115 members and 
has paid $1300 on the debt the past year. 
She was also congratulated on her show- 
ing. Supt. M. C. Edwards for the Sun- 
day school, Messrs. W. H. Deubel and 
E. C. Green for the class. meetings, and 
Mrs. W. H. Deubel for the Intermediate 
League also gave good reports. The 
Epworth League reports 150 members 
and has raised $75 for missions the past 
year. The presiding elder was unanim- 
ously asked to endeavor to secure the 
return of Rev. Eugene Allen to this pas- 
torate next year. Dr. Dawe expressed 
himself delighted with the reports made 
by the churchand societies. The follow- 
ing trustees were elected: A. R. Graves, 
F. R. Gorton, R. C. Ford, E. C. Green, 
O. E. Thompson, W: J. Clarke, E. B. 
Drury, Robert Morris and Arthur J. Ful- 
lington, the two latter in place of W. H. 
Deubel and W. M. Osband who declined 
re-election. The district stewards are: 
A. Williams, who is recording steward; 
G. D. Lockwood, treasurer; F. M. Beall, 
C. O. Hoyt, D. L. Davis, W. R. Barton, 
North Gass, A. F. Burbank, E. D. Holmes 
Charles Fleming, and C. F. Comstock. 

‘Frank Arthur, the evangelist, was re- 
commended as a local preacher. Mr. 
Arthur will make Ypsilanti his head- 
quarters this season and devote himself 
to evangelistic work. He. is a former 
Normal student and a son-in-law of D. 
E. Wilber. 


“Tro Cure a Felon” 


says Sam. Kendall of Phillipsburg, an, 

“just cover it over with Bucklen’s Arnica 
Salve and the salve will do the rest.” 

Quickest cure for burns, boils, sores, 
scalds, wounds, piles, eczema, salt rheum, 
chapped hands, sore feet and sore eyes. 
Only 25c at Rogers-Weinmann-Matthews 
and Smith Bros. drug stores. Guaranteed. 


Excursion via. M. C. R. R. 


On Sunday, September 23rd, 1906, you 
can go to Jackson and return for 75 cents 


and Grand Rapids and return for $2.15 


by special train, leaving Ypsilanti at 
7:50 a. m. Returning leave Grand 
Rapids at 6:30 p. m. and Jackson at 9:00 
p.m. E.E. Mowre_er, Ticket Agent. 


Live Stock News. 


WARREN LEWIS, the great live stock 
auctioneer of this city, judged the fine 
horses and live stock at the great Mar- 
shall Fair last week. There was an at- 
tendance of 25,000 people at the fair. 
Mr. Lewis was commented on for his 
awards. 


AUCTION SALE—The Ira Raymond 
farm, situated in the township of Sump- 
ter, one mile east and one-half mile north 
of Willis, will be sold at auction on the 
premises Tuesday, Oct. 2, at 2 o’clock p. 
m. There are 48 acres of improved land. 


A Chanee of a Lite-time. 


You can buy a corner lot, No. 1, block 
5, size 50x150, in Normal Park addition, 
corner of Sherman and Oakwood Ave. 
Sewer and water on the street. Think of 
it—$150.00. Title and abstract perfect. 
Inquire of J. H. WORTLEY, Real Estate 
and Insurance Office. 


Excursion via. M. C. R. R. 

To Detroit and return, Sunday, Sep- 
tember 23rd, 1906, for 50 cents. Special 
train leaves Ypsilanti at 10:00 a.m. Re- 
turning leaves Detroit at 6:45 p. m. 


ride. 


Additional Mere Mention. 


The latest returns from the Detroit 
primaries show that four Townsend 
candidates have been nominated for the 
legislature, and with Benton there will 
probably be five members from Wayne 
county who are pledged to the distin- 
guished representative of the second 
district. This result is especially grati- 
fying because quite unexpected. Town- 
send for United States Senator, strikes a 
responsive chord everywhere throughout 
the state. 


Rev. C. C. McIntire will ‘address the 
P. U.S. S. at the Roberts school house 
Sunday afternoon at 4, sun time. 


Mayor Van Fossen has come out in a 
strong letter advocating the Townsend 
candidacy for Senator. 

A. Beyers is visiting at New Philadel- 
phia O. l 

Miss Nelly Isabel Miller, a former 
Conservatory student, of Stockbridge, 
was married Tuesday to Harry Allen 
Turner of Los Angeles, Cal. Mrs. A. F. 
Cowell and daughter Laura of this ay 
attended. 


Among the Vosiiantl people who will 
enter the University this year are Walter 
Hoyt, Joe McCarthy, Harry ones and 
Ralph Gaudy. 


J. R. Mowrey went to attend the funer- 
al of ex-Gov. A. T. Bliss at Saginaw. 


Farley McLouth, formerly of this city, 
has accepted a position as head of the 
art department of the Oregon Agricul- 
tural College at Corvallis. 


Mrs. Maria Denton is suffering from a 
stroke of paralysis. 


The store of L. R. Wiles and the Ypsi- 
Ann waiting room at Sheldons burned 
yesterday. 


Herman A. Clark of Geneva, N. Y., 
visiting his aunt, Mrs. W. M. outa. 
He will study at the U. of M. this year. 


Rev. H. M. Morey attended the De- 
troit Presbytery meeting at Detroit Tues- 
day. He will leave next week for his 
new field of evangelistic labor in Illinois. 


The members of the Ypsilanti Cooking 
Club will give a six o’clock dinner at the 
Country Club this evening. 


The Ypsi-Ann men are working on the 
new transformer house at the west side 
of the power house. 


Rev. C. C. McIntire and William 
Campbell attended the Detroit Presby- 
tery session at Detroit Tuesday. 


Miss Frances Nichols is spending a 
few weeks with Mrs. Garth Beckington 
at Garden Prairie, Ill. 


Mrs. Ralph Bradley of Chicago is 
visiting Mrs. Fred Swift. 


Postmaster W. N. Lister is attending 
a meeting of the congressional commit- 
tee in Detroit. 


Mrs. A. D. Moore has been entertain- 
ing Mrs. Catherine Schaeffer and Mrs, 
Johnson of Detroit. 


Mr. and Mrs. A. H. Collins are quietly 
observing the fifty-first anniversary of 
their wedding to-day and are entertain- 
ing their daughter, Mrs. E. A. Fowler of 
Brighton, Col., and Mr. and Mrs Llewel- 
lyn Morgan of Pueblo, Col. 


The marriage of Miss Florence Bishop 
to LaVerne H. Brown of Byron took 
place Monday at the bride’s home in 
Eaton Rapids. They were both well- 
known Normal students. Their home 
will be Crete, Neb., where Mr Brown 
teaches in the Conservatory of music. 
= The Baptist Missionary Society will 
meet Friday afternoon with Mrs. James 
Showers. | 

Miss Edith King of Lansing has been 
elected as instructor in biology at the 
Normal while Miss Jessie Phelps is ab- 
sent in Europe. 

The Normal College has leased a job 
printing plant and will establish it in the 
west wing to print the Normal College 
News and do job printing. 

Miss Alice M. Lowden will return to 
Mt. Pleasant this week. 


Mr. and Mrs. A. Coryell were called to 
Ridgeway yesterday by the funeral of a 
relative. | 

About once a week the river is dyed a 
deep red by dyes used, it is said, at the 
paper mill. It is a question whether the 
fish find it a wholesome diet. 


Graduates of the High School expect- 
ing to enter the U. of M. will meet Prof. 
Arbaugh Saturday at 9 0 ‘clock for certi- 
ficates and recommennations. 


Mrs. Florence S. Babbitt returned 
Tuesday from an extended trip through 
the Northwest. She stopped at Lansing 
on her way home. 

The Normal training Shiol is over- 
flowing. In all but three grades the limit 
was reached the first day, and fifty be- 
sides were placed on the waiting list. 


The city school board have secured 
Miss Cecil Fritz, whose people have late- 
ly moved here from Cass City, as teach- 
er of the first grade in the Woodruff 
school. She isa Normal graduate and 
has taught successfully at Bad Axe and 
Cass City 

Classes had to be dismissed at the 
Woodruff school Tuesday afternoon as 
the thermometer reached go° in the 
rooms. 


“Mrs. Reuben Brown celebrated her 


86th birthday Fuiiday with a gathering of 


her descendants at the home of her 
daughter, Mrs. Frank King. 

Mrs. Julia McKinstry has returned 
from Pontiac. 

Miss Elizabeth Milspaugh, who has 
been spending the summer with her 
mother, Mrs. Mary Milspaugh, will re- 
turn next week to Montgomery, Ala. 

Hunter Cooper has entered the M. A. 
C. at Lansing. 

David Gordon, the Scotch lad who was 
arrested in connection with the attack 
on Night Operator Armstrong at Wiard’s, 
was sentenced to thirty days in the 
county jail for entering a car to steal a 
This will give a chance to look up 
his record, but there is little idea that he 
had anything to do with the attack, es- 
pecially since the operator at Jackson 
Junction was attacked by three thugs | 
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Tuesday night while picking up the ticket 
thrown off by a freight. He was not ser- 
iously hurt but it looks as if there is a 
regular gang at work. 


Dr. and Mrs, Wm. Pattison, who have 
been visiting the doctor’s sister, Mrs. A. 
H. Haskin, have returned to their home 
in Oklahoma City, O. T. 


The: sit; of TeeG, Scott: vs." Charles 
McClellan for board, clothing and medi- 
cal attendance for Mrs. McClellan and 
son for a period of years, and the coun- 
ter-claim of McClellan against Scott, his 
father-in-law, for alienation of his wife’s 


affections, is being aired in the justice | 


court in connection with a garnishee suit 
of Scott against McClellan. The case oc- 
cupied Tuesday afternoon and was ad- 
journed till next Friday afternoon. 


The ladies of the various church socie- 
ties have been considering the advant- 
age of having all the women’s societies 
meet on one day of the week, regarding 
that as strictly “church day”. Tuesday 
afternoon representatives of the Episco- 
pal, Methodist, Baptist, Presbyterian and 
Congregational churches met at the lat- 
ter church to canvass the matter. Mrs. 


‘William Gardam presided. It was found 


that two churches hold all their women’s 
meetings on Thursday and that two oth- 
ers hold part on that day, soon motion 
of Miss Anna M. Cutcheon, it was unan- 
imously voted to recommend to the re- 
spective sacieties that all women’s socie- 
ties meet hereafter on Thursday and 
that all members shall neither give nor 
accept social engagements or invitations 
on that day. 
Miss Ethel» Childs left Tuesday for 
Brooklyn, N. Y., where she will pursue 
art studies at Nb Institute the A 
year. 

The Beta Nu sorority of the high 
school will give a party at the Country 
Club Friday evening. 


Church Services. 


Baptist Church—Rev. A. J. Hutchins, 
pastor. ° 


Morning service, 10; Sunday school, 
11:30; Junior meeting, 3. 

Morning topic, “The Best Food for 
Man.” : 
Congregational Church — Rev. 

Beach, pastor. 

Morning service, 10; Sunday school, 
11:30. 

Morning sermon by the pastor. 


A. G. 


Free Methodist Mission—Rev. J. G. 
Anderson, pastor. 
Free Methodist Mission, 316 Huron 


street. Services Tuesday and Friday 
evenings at 7; Sunday at 2:30 and 7. 


German Lutheran church—-Rev. Henri 
Luetjen. 


Sunday morning service, 10; Sunday 
school, 11:30. 

Sunday, Sept. 23, will be held the an- 
nual Missionfest. The pastor will be 
assisted by Rev. Messrs. Bergener of 
Detroit, Meineke of Maybee and Asall 
of Reed City. Services at 9:30 a.m. and 
7 p.m. Special music by the choir in 
both languages. . Preaching in German, 
except the last evening sermon by Rev. 
Mr. Bergener in English. 


Methodist Church—Rev. Eugene Allen, 
pastor. 


Morning service, 10:00; Sunday school, 
11:30. Epworth League at 6. 
Morning sermon by Rev. Jacob Horton. 


Presbyterian Church—Rev. C. C. McIn- 
tire, pastor. 


Morning service at 10; Sunday School, 
11:30; Junior C. E., 3:30; Boys’ Club, 6. 

Morning topic, “From Simon to Peter, 
or Christ’s Conquest of the Soul.” Union 
evening service, Rev. A. J. Hutchins will 
preach. 


St. John’s Catholic church—Rev. Frank 
Kennedy, pastor. 


Low mass, 7:30; high mass, 10; Sunday 
school, 11:30; Vespers, 7:30. Morning 
service week days at 7:30. 


St. Luke’s Episcopal Church—Rev.Wm. 
Gardam, pastor. 


Services in St. Luke’s Church, Sunday 
next, 15th Sunday after Trinity: Holy 
communion, 8 a. m.; Morning prayer, 
sermon, 10; Sunday school, 11:30 a. m.; 
Evening service, 7. | 


Christian Science services are held in 
the basement of the Savings Bank Build- 
ing, corner Congress and Huron streets, 
Sunday at 10:00 a. m. standard; Wednes- 
day, 7:00 p. m. standard; Sunday school, 
11:15 standard. 


WANTED—An intelligent boy can find 
a steady job at THE YPSILANTIAN office. 


Knights of Pythias Grand Lodge of 
Michigan Uniform Rank Annual 
Convention, Traverse City, Mich- 

igan, October 2-4, 1906. 
Very low rates for the above occasion 
will be ‘made by the Michigan Central. 

For rates and particulars call or phone 

9395 E. E. MowreEr, Ticket Agent. 


Normal College Conservatory 
oe: of Music 
Ypsilanti, Michigan 
_ PREDERIC H. PEASE, Director 


The director has engaged as spe- 
cial teacher of the piano for chil- 
dren under 15 years of age, 


Miss Jessie B. Gibbes 


methods, now being taught most 
successfully in Boston. By this 
system piano playing becomes a 
genuine factor in mind training, | 


and not simply a means for display 


Term Begins Oct. 1st 


i Exponent of the Cady educational 


Lesaéhe given in class, thus reduc- 
ing the expense, and also to indi- 
viduals. For particulars and terms 
interview the Director or 


11135 Sabella Gareissén 
Secretary 


sameaa en mal 


We have such a good assortment ðf sizes 
in L. Adler, Bros. & Co.’s Rochester made 


ten can put them on and wear them home § 
without a change. The tenth man will re- & 


quire some alterations to be made. We 
can do it in a jiffy in our busheling room. 


$15 to $24 


and no annoying delay. 


Now is the time to select 
your Fall Suit, while we 
have all sizes. 


Silivan-Cook Co 
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Now is the time to consider 
how you are going to keep 
warm this winter 


If you are thinking of putting 
in a furnace, let us look your 
house-over and give you our 
figures. | 


All work guaranteed first- 
class. 


; HARDING & SHARI 


: 


115 Congress Street, Ypsilanti. 
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DANN TSS ASS ISSN SSSI, 


— AGAIN | 


The Famous Optician 
of Detroit. 


Eyes tested by means 
of the latest appliances 
in the hands of an ex- 
pert. 


The only method to 
detect the errors in curv- 
ature or shape of the 
eye. 


The diagnosis of dis- 
ease and the fitting of 
glasses reduced to a cer- 
. tainty. » 


M. F. STEIN has testimonials from the leading physicians in every 
town or city he has visited. He is not a cure-all, but an eye specialist who 
makes repeated visits to Ypsilanti. 

The eye is a delicate organ, and is subject to eei of different 
diseases. You have a dentist fill your teeth, have a scientific Chae fit 


your glasses.’ 


He Will Be at the Hadin House, 


YPSILANTI, MICH., ON 


Monday, Tuesday, Wednesday, Sept 4-25-24 


Where all Eyes will be Tested Free of Charge 


Eves TESTED UNTIL 5 O’CLOCK P. M. 


"eee 


HAN kinds of Jol Pinin at The latin 


suits and overcoats that nine men out of $. 
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